The—EDISON | <— | 
October. 
ELECTRIC 1953. 


INSTITUTE 


BULLETIN 








& v2 \g59 


Setting Our Sights 


Walter H. Sammis 


General and Engineering 


Committee Work for 52-53 


Jubilee Plans Gain Momentum 


© The Credit Picture 


ished Monthly by EEI Committee Personnel 
n Electrie : 
4" stitute 


Annual Prize Awards Offered 

















ELECTRICAL RESEARCH STATISTICS 
THE ELECTRIC LIGHT AND POWER INDUSTRY 


Current Statistical Data Covering 100 Per Cent of Industry 


June, 1952-1953 





MONTH OF JUNE 





SOURCE AND DISPOSAL OF ENERGY 








1953 1952 OE 
GENERATION *® (Net) 
By Fuel Burning Plants.. 27,731,813,000 2,365,875,000 +24.0 
By Water Power Plants. . 9 095,374,000 9,159,514,000 0.7 
Total Generation... 36,827,187,000 31,525,389,000 +16.8 
Add—Net Imports Over International Boundarie 124,630,000 $3,114,000 —31.9 
Less—Company Use....... 132,517,000 108,111,00 +22.6 
Less—Energy Used by Producer. 129,000 10,640,000 | — 0.9 
Net Energy for Distribution. 35,986,071,000 30,759,752,600 +17.0 
Lost and Unaccounted for 1,627,701,000 3,903,761,000 4.18.5 
Sales to Ultimate Customers 31,358,370,000 26,855,991 ,000 +16.8 
O_O SS a ae = ~ i 
CLASSIFICATION Of} LES 
NUMBER OF CUSTOMERS—As of June 30 
Residential or Domesti 9 3.4 
Rural (Distinct Rural Rates 7 - 4.7 
Commercial or Industrial: 
Small L + 1.9 
Large Li and | a S,; 
Other Customers 7 5,08 3.9 
Total Ultimate Customers $9,024,806 47,621,631 2.9 
KILOWATTHOUR SALES—During Month of June 
Residential or Domestic... ,464,( 6,544, 306,000 +13.7 
Rural (Distinct Rural Rates) 0,521.1 799,594,000 0.9 
Commercial or Industrial: 
Small Light and Power............. 620,235,000 5 045,753,000 +11.4 
Large Light and Power 6,036,998 OOO 13,069,140,000 | +22.7 
Street and Highway Lighting 254,760,000 235,993,000 | + 8.0 
Other Public Authorities......... 758,289,000 713,025,000 | + 6.3 
Railways and Railroads: __ 
Street and Interurban Railways 219,967,000 235,083,000 | — 6.4 
Electrified Railroads.............e... 173,726,000 169,237,000 | + 2.7 
Interdepartmental............ 55,410,000 43. 860.000 +26.0 


Total to Ultimate Customers 











000 


7,900 


26,855,991,000 


$488 551,100 


Revenue from Ultimate Customers....... $555,797 +13.8 
Se = — —_—i ——_——=== = = —$<$<—$$_$—_—-—_——-——-— | 
RESIDENTIAL OR DOMESTIC SERVICE 

ER DATA—For 12 months ended June 30 } 
ustomer. : 2,091 | + 7.9 
Si $58.13 | + 7.2 
10u Be = 0.7 





























JF.HE EDISON ELECTRIC INSTITUTE 
BULLETIN is published monthly by 
the Edison Electric Institute, an as- 
sociation of electric light and power 
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CONVENTIONS AND MEETINGS 
1953 1953 
OCTOBER ovtie NOVEMBER dames 


1- 2. ECAP Copy Group Meeting, N. W. Ayer Headquar- 
ters, New York, N. Y. 

1- 2 PEA Accident Prevention Committee, Roosevelt 
Hotel, Pittsburgh, Pa. 

1- 2 Southeastern Electric Exchange, Engineering and 
Operation Section Conference, The Carolina, Pine- 
hurst, N. C. 

1- 2 PEA Relay Committee, Fall Meeting, Irem Temple 
Country Club, Dallas, Pa. 

1- 2 EEI-AGA Taxation Accounting Committees, Sher- 
aton Park Hotel, Washington, D. C. 

5- 6 PEA System Planning Committee, Bedford Springs 
Hotel, Bedford, Pa. 

6 EEI Prime Movers Committee, Statler Hotel, De- 
troit, Mich. 

5- 7 ASME Fall Meeting, Sheraton Hotel, Rochester, 
uM. ¥. 

7- 9 EEI-AGA Electronics Seminar, Hotel Commodore, 
New York, N. Y. 

7- 9 Indiana Electric Association Annual Convention 
French Lick Springs Hotel, French Lick, Ind. 

7- 9 Missouri Valley Electric Association Sales and Rural 
Conference, President Hotel, Kansas City, Mo. 

8- 9 PUAA Region 3 Meeting, Columbus, Ohio. 

EEI Dealer Coordination Committee, Hotel Statler, 
Cleveland, Ohio. 

8- 9 PEA Hydraulic Power Committee, Skytop Lodge, 
Skytop, Pa. 

8- 9 PEA Electrical Equipment Committee jointly with 
PEA Transmission and Distribution Committee, 
Abraham Lincoln Hotel, Reading, Pa. 

8- 9 EEI Transmission and Distribution Committee, Hotel 
Nicollet, Minneapolis, Minn. 

12-13 Iowa Utilities Association Management Conference. 
Hotel Fort Des Moines, Des Moines, Iowa. 

12-14. EEI Industrial Relations Committee Annual Round- 
Table Conference, Sheraton Hotel, Chicago, Il. 

15-16 EEI Sales Personnel and Training Committee, Hotel 
Biltmore, New York, N. Y. 

15-16 PEA Motor Transportation Committee, Yorktowne 
Hotel, York, Pa. 

15-16 Southeastern Electric Exchange Accounting Section 
Conference, Battery Park Hotel, Asheville, N. C. 

19-20 PEA Business Development Section, Bedford Springs 
Hotel, Bedford, Pa. 

19-20 PEA Prime Movers Committee Fall Meeting, Hotel 
Morgan, Morgantown, W. Va. 

19-21 ASA 4th National Standardization Conference and 
~ ae Meeting, Waldorf-Astoria, New York, 


19-21 EEI Meter and Service Committee, William Penn 
Hotel, Pittsburgh, Pa. 

19-23 ASCE Annual Convention, Hotel Statler, New York, 
N. ¥ 


21 PIP Steering Committee, Edgewater Beach Hotel, 
Chicago, Ill. 
22 EEI Commercial Division General Committee. Hotel 


Commodore, New York, N. Y. 
22 Oklahoma Utilities Association, Electric Light and 
Power Division, Eastern District, Vinita, Okla. 
22-23 PEA Meter Committee, Brunswick Hotel, Lancaster, 
Pa. 

2-23 PIP Workshop, Edgewater Beach Hotel, Chicago, IIl. 
3 Oklahoma Utilities Association, Electric Light and 
Power Division, Western District, Norman, Okla. 

26-28 AGA Convention, Statler Hotel, St. Louis, Mo. 


NOVEMBER 


2- 3 EEI Electrical Equipment Committee, Jung Hotel, 
New Orleans, La. 

2- 6 ATIEE Fall General Meeting, Muehlebach Hotel, Kan- 
sas City, Mo. 

8- 4 EEI Market Development and Electrical Applica- 
tions Committee, Washington, D. C. 


4 PUAA Directors’ Meeting, Minneapolis, Minn. 

5- 6 PEA Systems Operations Committee, Castleton 
Hotel, New Castle, Pa. . 

5- 6 PUAA Region 7 Meeting, Minneapolis, Minn. 

9-12 NEMA, Haddon Hall Hotel, Atlantic City, N. J. 
11-18 Wisconsin Utilities Assuciation, Electric and Gas 
Section, Hotel Schroeder, Milwaukee, Wis. 

12-13 EEI Accounting Executive Committee, Edgewater 
Beach Hotel, Chicago, Ill. 

12-13 Pacific Coast Electrical Association, Administrative 
Services Section, Hollywood Roosevelt Hotel, 
Hollywood, Calif. 

19-20 New.Jersey Utilities Association Annual Meeting, 
Seaview Country Club, Atlantic City, N. J. 

19-20 Pacitie Coast Electrica! Association Annual Ha- 
wailan Conference, Honolulu, T. H. 

19-21 Southeastern Electric Exchange, General Sales Con- 
ference, Biltmore Hotel, Atlanta, Ga. 

23-24 PUAA Region 8 Meeting, Amarillo, Texas. 


29- ASME Annual Meeting, Statler Hotel, New York, 
Dec. 4 N. Y. 
30- EEI-AGA General Accounting Committees, Jung 


Dec. 1 Hotel, New Orleans, La. 
DECEMBER 


- 3 EEI Commercial Lighting Committee, Detroit, Mich. 
- 4 EEI Home Service Committee, Indianapolis, Ind. 
1 EEI-AGA Customer Accounting Committee, Nether- 
lands Plaza Hotel, Cincinnati, Ohio. 
9 EEI Financing and Investor Relations Committee, 
EEI Headquarters, New York, N. Y. 
10-11 EEI Commercial Cooking and Water Heating Com- 
mittee, Tutwiler Hotel, Birmingham, Ala. 


Co Ce DO 


14 EEI-AGA Accounting Employer Relations, Hotel 
Cleveland, Cleveland, Ohio. 
17 EEI Industrial Relations Committee, EEI Head- 


quarters, New York, N. Y. 
17-18 EEI Commercial Electrical Space Heating and Air 
Conditioning Committee, Canton, Ohio. 


1954 





JANUARY 


18-22 CEA Eastern Division Meeting, Quebec, Que. 

18-22 National Industrial Electric Heating Conference, In- 
dustrial Electrification Council, Netherlands Plaza 
Hotel, Cincinnati, Ohio. 

21-22 EEI Industrial Relations Committee Joint Meeting 
with Personnel Administration Section, South- 
eagtern Exchange and Southwestern Personnel 
Group, Hotel Roosevelt, New Orleans, La. 


FEBRUARY 


4- 5 Missouri Valley Electric Association, Industrial and 
Commercial Sales Conference, President Hotel, 
Kansas City, Mo. 

9-10 EEI Transmission and Distribution Committee, 
Hotel Cleveland, Cleveland, Ohio 

2 PUAA Region 5 Meeting, Atlanta, Ga. 

7 EEI Industrial Relations Committee Dinner Meeting 
in conjunction with AMA Mid-Winter Personnel 
Meeting, Chicago, IIl. 

15-19 ASCE Atlanta Convention, Biltmore Hotel, Atlanta, 


Ga. 
25-26 PUAA Region 1 Meeting, Montreal, Que. 
MARCH 
1- 5 CEA Western Division, Winnipeg, Man. 
18 EEI Industrial Relations Committee, EEI Head- 


quarters, New York, N. Y. 

22-24 Southeastern Electric Exchange 21st Annual Meet- 
ing, Boca Raton Hotel, Boca Raton, Fla. 

25-26 Oklahoma Utilities Association Annual Convention, 
Biltmore Hotel, Oklahoma City, Okla. 
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Setting Our Sights 


Walter H. Sammis 
President, Edison Electric Institute 


An address before the Annual Meeting of the Pennsylvania Electric Association, Philadelphia, Pa., 


September 23, 1953, and the Indiana Electric Association 


ET’S re-examine together as utility 
executives our responsibilities to 
our customers, employees, and 

investors, each of whom is important 
to the company. One of these groups 
cannot exist without the other two 
groups. The target which has been 
aimed at many times since the begin- 
ning of the electric industry does not 
stand still. It is a moving target and 
management must constantly repoint 
its sights at the target or it will dis- 
cover that it is no longer aiming its 
efforts in the right direction. 

I do not plan to go into detail but 
rather to discuss in general terms our 
responsibilities in the hope that by so 
doing it will help all of us keep the 
companies we manage in the vanguard 
of progress. 

Before we can set our sights we 
must know where we are today. So, 
first, let us consider our customers. 

Electric service has been extended 
to about 99 per cent of the occupied 
establishments of the nation. It is 
available to 98 per cent of all occupied 
farms. The investor-owned power com- 
panies serve about 39,000,000 custom- 
ers or approximately 80 per cent of all 
the electric customers in this country. 

Electricity is available 24 hours a 
day and customers have confidence in 
its dependability. Electricity is also 
low in price. The average paid for 
eiectric service in 1952 was 1.79 cents 
per kilowatthour for all classes of ser- 
vice as compared with 2.16 cents per 
kilowatthour in the pre-war year 1939. 
For residential service the average 
price paid was 2.77 cents per kilowatt- 
hour in 1952 as compared with 4.00 
cents per kilowatthour in 1939. 


The residential customer only paid 
for electric service one per cent of his 
expendable income in 1952 as com- 
pared with 1.2 per cent in 1939. In- 
dustry spent .6 of one per cent of the 
cost of its finished product for elec- 
tric service in 1952 as compared with 
1.4 per cent in 1939. 

This is an enviable record, partic- 
ularly so in view of the inflation that 
has occurred during this period. The 
consumer of electricity has thus fared 
better than the user of any other com- 
modity or service. 

Next, let us consider our employees. 
This industry employs directly ap- 
proximately 300,000 workers and in- 
directly creates employment for many 
hundreds of thousands of others who 
construct the equipment and materials 
used and produce the fuel and supplies 
consumed by our industry. 

Electric company employees, accord- 
ing to the wage statistics of the Edi- 
son Electric Institute, received an 
average annual wage in 1952 of $4,400. 
According to the Survey of Current 
Business of the United States Depart- 
ment of Commerce, July, 1953, the em- 
ployees of communications and public 
utilities had an average earning in 
1952 of $3,801; all manufacturing, 
$3,833; mining, $4,078; transporta- 
tion, $4,242; all private industries, 
$3,465; and government and govern- 
ment enterprises, $3,262. 

This comparison is made for a year 
of high industrial activity. In a period 
of lesser activity, the relative position 
of electric company employee wages 
compared with the average annual 
earnings in other industries, will show 
up even more favorably. 
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Annual Convention. French Lick, Ind., October 7, 1953 


As of May, 1953, the average hourly 
rate of pay of the electric company 
emp!oyee was 223 per cent of his 1939 
average, compared with the corre- 
sponding cost of living figure of 190 
per cent. Fringe benefits, including 
pensions, have risen from approxi- 
mately 9.6 per cent of the payroll to 
22.5 per cent of the payroll during the 
same period. Compensation-wise, the 
employee on the average has fared 
well as compared with the employee of 
other industries, and his stability of 
employment is excellent. 

One other factor: the electric com- 
pany employee was provided in 1952 
with aproximately $68,890 of so-called 
tools. The latest figure for industry in 
general is $9,407 for the year 1949, at 
which time the electric company figure 
was $50,822. 

Finally, let us consider our inves- 
tors. 

Who are the investors in power com- 
panies? There are about 3,000,000 
stockholders and a large number of 
bondholders. Through life insurance 
policies, mutual savings bank deposits, 
pension funds, charitable, religious 
and fraternal organizations, about 90,- 
000,000 people in America are indirect 
investors in power companies. 

Sixty-five per cent of the stockhold- 
ers of the major electric companies lo- 
cated in Pennsylvania live in Pennsyl- 
vania. This is a grand tribute to the 
activities of these companies in pro- 
moting local ownership of their secur- 
ities. 

The total investment in plant and 
equipment of electric companies today 
is about $25,000,000,000 compared 
with a little over $12,000,000,000 at 
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the end of 1945. The investment has 
more than doubled in eight years. Con- 
struction expenditures at the present 
time are running at the rate of $3,- 
000,000,000 a year, $610,000,000 of 
which is expected to come from re- 
serves, $290,000,000 from surplus, and 
$2,100,000,000 from new capital. 
Bonds are expected to account for $1,- 
200,000,000; preferred stock $320,- 
000,000; and common stock $580,000,- 
000, which, when added to the $290,- 
000,000 from surplus, will give an in- 
crease in common equity of $870,000,- 
000. 

The average interest rate for all 
electric company bonds in 1939 was 
3.48 per cent, and for the first six 
months of 1953 it was 3.62 per cent. 
The preferred stock dividend rate in 
1939 was 6.0 per cent, and in 1952 it 
was 4.41 per cent. It was 4.70 per 
cent for new preferred capital raised 
during the first half of 1953. The com- 
mon stock yield in 1939 was 6.0 per 
cent, and in 1952 it was 7.52 per cent. 
These changes in money rates have 
not kept pace with the rise in the cost 
of living or the decline in the pur- 
chasing power of the pre-war dollar, 
which is only worth about 50 cents 
today. Thus, it can be readily seen 
that the investor has not fared as well 
as the customer or the employee. 

This condition is not unique to the 
electric industry. It is in general true 
of all industry, which accounts for the 
fact that the electric companies have 
been able to sell new issues of secur- 
ities, in competition with other indus- 
tries, to finance their huge construc- 
tion programs of the past several 
years. The Federal government’s bond 
programs set the basic standards for 
the return on money invested. It is 
pleasing to note that in the last sev- 
eral months interest rates on govern- 
ment securities have increased which 
should raise the return in general on 
all investments. 


Management Goals 


In setting its sights, management 
should strive to do an even better job 
for its customers, employees, and in- 
vestors. These management objec- 
tives or goals are easy to state. Their 
attainment, however, calls for our very 
best abilities and efforts day in and 
day out. Our engineers must continue 
to plan wisely through designing and 
building more efficient plants, improv- 
ing methods of transmission and dis- 
tribution, and prolonging the useful 
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life of the facilities. Our operating 
people must continue to operate the 
facilities more economically and safe- 
ly, always keeping in mind the eco- 
nomic dependability of our service. 
Our accounting staffs must continue 
to devise simpler and yet more mech- 
anized methods of operation from 
reading the meter to rendering the 
customer’s bill, as well as keeping 
track of the general accounts of the 
company. Our sales people must con- 
tinue to promote and increase the 
number of useful applications for elec- 
tricity in the home, commercial! estab- 
lishment, industry, and farm and with 
the assistance of our rate folks sell 
us into a better system load factor 
and more profitable business. 

Again, as to our customers, it is 
only as they prosper that the electric 
company prospers. It follows, there- 
fore, that we must always be mindful 
of the best interests of our customers. 

It is essential that as good citizens 
we use our planning abilities in par- 
ticipating in sound community and 
area growth, including the fostering 
of industrial development, better edu- 
cational and recreational facilities, 
and in making the “home town” a bet- 
ter place in which to live, and it is our 
duty as well as our business to con- 
tribute our maximum to these ends. 

Electricity can further increase pro- 
duction, further raise our standards 
of living, and further improve the 
comforts and enjoyments of life. We. 
of course, should sell our service at the 
lowest possible price consistent with a 
fair rate of return on the value of our 
property. 

The efficiency of our power plants 
has increased from year to year so 
that today we are generating a kilo- 
watthour with an average of 13,100 
Btu of fuel, as compared with 17,600 
Btu in 1939 and 39,500 in 1920, and 
today’s most efficient units are gene- 
rating at 9,200 Btu per kilowatthour. 
A grand tribute to our engineers and 
operating people! But there appears 
on the horizon the possibility of an 
even lower cost source of electricity 
through the utilization of atomic 
energy for power production. The 
Edison Electric Institute has pledged 
its cooperation to the Atomic Energy 
Commission. The chairman of the In- 
stitute’s Committee on Atomic Power, 
Edgar H. Dixon, President of Middle 
South Utilities, Inc., has testified be- 
fore the Joint Committee of Congress 
on Atomic Energy, encouraging Con- 
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gress to amend the McMahon Act so 
that, supplementing the Federal gov- 
ernment’s activities, investors with 
their money may speed the develop- 
ment and utilization of atomic energy 
for power purposes for the benefit of 
the public. 

What’s ahead for our employees? 
The electric industry is a rapidly 
growing industry, growing at the long- 
time rate of 6 per cent per year, and 
in the last ten years it has averaged 
8.1 per cent. The industry, however, 
has not reached maturity. Such rapid 
growth opens up unlimited opportun- 
ities for our employees to grow in 
responsibility and to compete for 
achievement. We should maintain good 
working conditions which are inherent 
in our industry and not permit senior- 
ity considerations alone to stand in the 
way of opportunity for the capable and 
hard-working younger employees if we 
are to obtain desirable new employees 
for our ever growing ranks. History 
shows that in the electric industry, 
perhaps more than in any other indus- 
try, the leaders of today have worked 
their way up their company ladders. 

Our employees must constitute a 
happy family; always courteous to our 
customers, in whose eyes each is the 
company; with the self satisfaction of 
pride in their work and their company. 

As executives we must continually 
promote a spirit of team-work and 
helpful cooperation from the top to 
the bottom through informing our as- 
sociates about company policies; about 
what is going on within the company, 
the community, the state, and the na- 
tion affecting the company’s business; 
about new uses for electricity, pros- 
pective load growth in the company’s 
territory, construction plans, new 
power sources in prospect, safety, and 
other company operating matters: 
about taxes and legislation affecting 
the company; and about competition 
from government programs. In brief, 
we should consistently and _intelli- 
gently strive to reach the ideal of a 
team of willing, capable, cooperative 
and well-informed employees, happy in 
their work and animated by the incen- 
tive to earn further advancement. 

Now, let us return to our investors. 
The investor is vital to the free-en- 
terprise system. Without him it can- 
not operate. When an industry arrives 
at a situation where investors no 
longer desire to own securities in that 
industry, it slows to a standstill and 
the alternatives are government own- 
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ership or abandonment. Government 
ownership means involuntary and gen- 
erally unprofitable investment in busi- 
ness through taxation. Nationaliza- 
tion of one industry may progressively 
stultify and destroy free enterprise 
in every other form of business. It 
has long been recognized that without 
free enterprise, political freedom does 
not remain. Let us, therefore, never 
lose sight of the importance of the in- 
vestor to our business. 

As previously pointed out, the in- 
vestor is not faring as well as the cus- 
tomer or the employee, primarily 
because inflation has reduced the pur- 
chasing power of the pre-war dollar 
to about 50 cents. 

We face a real job in seeing to it 
that the companies with which we are 
associated earn enough to pay the in- 
vestors a return on their capital that 
will induce them to keep their invest- 
ments in these companies and to at- 
tract the large additional sums re- 
quired for the rapidly expanding elec- 
tric business. It is not enough to have 
permission from regulatory author- 
ities to earn this return. The com- 
panies’ operations must be so well ad- 
ministered that the monies will be 
earned. Recently our industry has 
been active in going before public 
service commissions to lay before them 
the need for higher rates to attract 
additional capital to serve the rapidly 
expanding demands of the companies’ 
customers. Let us not shrink from nor 
fall short of our responsibility in deal- 
ing with regulatory commissions to 
see that the investor in power com- 
panies is treated more fairly than in 
recent years, during which period the 
ratio of gross corporate income to 
gross capitalization (bonds, stocks and 
surplus) has dropped from 5.98 per 
cent in 1939 to 5.85 per cent in 1952. 


Road Blocks 


There are, however, 
blocks ahead of us. 


some road 


Attrition of Capital 


A problem that confronts not only 
this industry but every industry is the 
dilution of the value of common stock 
and the attrition or exhaustion of cap- 
ital, springing out of the shrinkage 
of the value of the dollar. The replace- 
ment cost of property today is two to 
three times the cost of the property 
originally installed, and tax laws and 
current rate proceedings do not recog- 
nize this factor, which has become 
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large and appears to be permanent in 
its influence, whittling away, under 
existing accounting practices, the 
value of the holdings of the old in- 
vestor. As executives, we should give 
this our careful study. 


Federal Tax Inequality 


Our Federal government needs tax 
monies to operate and our industry, 
as every other industry, should pay its 
fair share of taxes. When the govern- 
ment, however, goes into proprietary 
business it should pay taxes to the 
same extent and on an equal basis with 
investor-owned proprietary business; 
otherwise, the customers of private 
business will not enjoy the same advan- 
tages as customers of government in 
business. Further, the failure of gov- 
ernment-owned business to pay a fair 
tax as part of its cost of doing busi- 
ness means that tax monies not thus 
collected will have to be paid by tax- 
payers generally. The effect of this is, 
of course, that customers of private 
business are subsidizing customers of 
government business. 

One might ask, if the customers of 
the government can obtain their com- 
modities or utility services cheaper, 
why not have government displace all 
proprietary business? If this took 
place, where would these tax monies 
come from? And would we not end 
up with complete nationalization of 
business with everyone working for 
the state? 

A. deep-seated menace to investors 
of power companies is the exemption 
of governmental power operations 
from Federal taxation. It is unfair 
and un-American as well for the Fed- 
eral government, while requiring the 
customers of investor-owned power 
companies to contribute to the cost of 
that government through their power 
bills, at the same time to exempt the 
customers of power systems owned by 
governmental bodies from likewise 
paying their fair share of the cost of 
the Federal government through their 
power bills. 

Charles E. Oakes, President of 
Pennsylvania Power & Light Co. and 
chairman of the Tax Committee of the 
Institute, has ably presented to the 
Ways and Means Committee of the 
House of Representatives the plea of 
this industry that this inequity be 
eliminated. 

Some men of finance are warning 
that the investment system cannot 
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long survive so heavy and destructive 
a load of taxation. The load can be 
more equitably distributed if govern- 
ment enterprises are taxed equally 
with the private business with which 
they compete. 


State and Local Tax Inequalities 


Another tax inequality matter that 
has not been corrected is that Con- 
gress should authorize state and local 
governments to levy taxes against the 
power facilities and power business 
of Federal agencies on the same basis 
that state and local government taxes 
are levied against private business. 
Federal power operations enjoy bene- 
fits provided by local governments and 
should pay their fair share of the cost 
of such benefits. 

There are several precedents for 
this recognition of the obligation on 
the part of the Federal government to 
assume part of the costs of local gov- 
ernment. In the District of Columbia, 
the seat of the national capital, the 
Federal government, according to 
Moody’s Manual, pays over 10 per cent 
of the costs of the district’s opera- 
tions. The Federal government also 
contributes or pays local government 
costs in some areas where plants of 
the Atomic Energy Commission are 
located and in other instances pays 
substantial sums for schools and other 
government purposes. In recent years 
the property holdings of the Federal 
government have greatly expanded 
throughout the nation, and the prin- 
ciple that caused Congress to assume a 
share of the cost of certain local gov- 
ernment operations should reasonably 
be applied generally throughout the 
nation and particularly to a Federal 
government proprietary operation. 
The fair way to accomplish this would 
be to make Federal power property 
subject to the state and local taxes 
that apply to private power business 
in each local area. 


Double Taxation of Dividends 


At the present time the company in 
which an investor has invested his 
money is taxed 52 per cent on its net 
income by the Federal government 
and, in addition, until January i, 1954, 
there is the so-called Federal Excess 
Profits tax—a grossly misnamed tax. 
On top of this the investor must pay 
taxes on the dividends he receives 
from this company and if, for ex- 

(Continued on page 378) 








The Credit Picture 


Results of Survey Conducted under Joint Supervision of the Credit and Collection 
Committees, EEI Accounting Division and AGA Accounting Section 


TOTAL of 75 utilities partici- 
A pated in the Credit Picture for 
the first six months of 1953. 
With one exception, these companies 
reported a continuation of the increase 
in sales which has been uninterrupted 
since the Credit Picture was started 
in 1948. The utility reporting a de- 
crease in sales was a medium-sized 
one in the South Atlantic area. The de- 
crease, however, was small and cannot 
be interpreted as being significant of 
any change in economic conditions. 
For the first time, the Credit Pic- 
ture includes information about the 
trend in the number of deposits. As 
shown in the table and graph, cus- 
tomers increased at a somewhat 
greater ratio than did deposits. The 
difference, however, is not great 
enough to have any special meaning. 
The following items regarding de- 
posits as reported in the question- 
naires are worthy of mention: 


1. A medium-large utility in the 
East North Central area has, 


within the past year, refunded 
over $400,000 (one-half of its 
deposits) to customers who have 
had a satisfactory paying record 
for one year. These deposits 
were acquired in a merger with 
another utility. 





CREDIT AND COLLECTION EXPERIENCE OF U. S. ELECTRIC AND GAS INDUSTRIES 


July 1, 


1953-June 30, 1953, compared with same period for 1952 





Per Cent Decrease 


Per Cent Increase 





SALES (Dollars) 
Total Sales 
Total Sales (Less Industrials) 








OUTSTANDING (Dollars) 
General Ledger Balance 


Cycle or Past Due Balance (Less Industrials) 





OUTSTANDING PER CENT OF SALES 
General Ledger Balance to Total Sales 


Cycle or Past Due Balance (Less Industrials) 


to Total Sales (Less Industrials) 





NUMBER OF CUSTOMERS 





NUMBER OF DISCONTINUE NOTICES 





NUMBER OF CUSTOMERS DISCONTINUED 
FOR NON-PAYMENT 





DEPOSIT OUTSTANDING 
Number 
Amount (Dollars) 








NUMBER OF ACCOUNTS CHARGED OFF 





NET CHARGE OFF (Dollars) 
Including Industrials 
Excluding Industrials 

















°o 


15 








2. Another medium-large utility, 
also in the East North Central 
area, has refunded all of its de- 
posits. Less than one per cent 


of its accounts were secured by 
deposits before the refund. 
3. A medium-sized utility in the 
(Continued on page 378) 


REFLECTION OF THE CREDIT AND COLLECTION EXPERIENCE OF UNITED STATES ELECTRIC 


AND GAS UTILITIES 





JANUARY 1, 1953, TO JUNE 30, 1953 


Per Cent—Increase or Decrease over Corresponding Period—1952 


Sales in Dollars: 

Total Sales 

Total Sales Excluding Industrials. 
Outstanding in Dollars: 

General Ledger Balance 

Cycle or Past Due Balance (Excluding Industrials) 
Outstanding Per Cent of Sales: 

General Ledger Balance to Tota! Sales 


Cycle or Past Due Balance (Excluding Industrials) to Total 


Sales (Excluding Industrials). 

Number of Customers... . 
Number of Discontinue Notices : 
Number of Customers Discontinued for Non-Payment 
Deposit Outstanding: 

Number. . 

Amount (Dollars) 
Number of Accounts Charged Off 
Net Charge Off in Dollars: 

Including Industrials 

Exeluding Industria's 


East West 

Neu Viddle North Vorth South 
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+ 4.2 2.4 3.1 Ue + 9.7 
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+13.0 1.3 9.1 +26.4 +20.4 





* Less than 0.05. 
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Committee Work—Foundation of KEI Activity 


and Electric Industry Advancement 


tion of trade association ac- 

tivity. Without hard-working 
committees staffed with earnest and 
dedicated members, no trade associa- 
tion can fulfill its obligation to func- 
tion as a center for the assembly and 
dissemination of information neces- 
sary to the advancement of the indus- 
try it serves. 

The electric industry has been 
fortunate in this respect, for since 
1885, when NELA, the predecessor of 
the Institute, was formed, commit- 
tees representing nearly every major 
phase of electric company operations 
have been hard at work developing the 
art and science of providing electric 
service. 

In the past two decades, the accom- 
plishments of EEI committees have 
been prodigious. Committee reports, 
manuals, handbooks, and other pub- 
lications, of which millions have been 
distributed, have been instrumental in 
initiating many technical advances 
and have provided source and work- 
ing data of inestimable value. Com- 
mittee activity has been responsible 
for greater efficiencies in generation, 
transmission and distribution; re- 
duced insurance rates; decreased ac- 
cident frequency; more effective pro- 
motional campaigns; and_ simplified 
accounting procedures. EEI com- 
mittees have also been farsighted in 
gauging future trends and have al- 
ways sought to have solutions at hand 
when problems materialize. 

The roster of EEI committeemen 
during the past 20 years is an illus- 
trious one, containing the names of 
most of the industry’s prominent ex- 
ecutives and _ technical specialists. 
This, perhaps, is some measure of the 
value of committee activity as a train- 
ing ground. 

Committee work, however, is pains- 
taking, time consuming, and difficult, 
demanding the creative thinking and 
attention to detail necessary to any 
worthwhile achievement. On the other 
hand, it enables the committeeman to 
serve the entire electric industry, not 
only his company. It helps him to see 
better the whole picture of industry 


CU tion of tx work is the founda- 





WALTER H. SAMMIS 


Chairman of the Board of Directors 
and EEI President 


operations rather than a view limited 
by his own departmental activities. It 
gives him opportunity to enlarge his 
friendships and extend his knowledge 
through association with men of wide 
experience and outstanding capabili- 
ties. In short, it broadens his inter- 
ests and abilities, contributing to his 
development as a more valuable em- 
ployee of his company. 

Many of the rewards for commit- 
tee service are intangible. They re- 
side, perhaps, in the experience and 
personal satisfaction derived from 
participation in activities designed to 
further the industry in the public in- 
terest. Today’s EEI committeemen, 
however, have received a legacy of ac- 





A. H. KEHOE 
Chairman of the Codes and Standards 
Committee 
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complishment from their predeces- 
sors, and the knowledge that they 
have been selected to carry on in the 
same tradition may rightfully be a 
source of pride to them. 

The committees and sub-groups of 
the Institute now total 52, with a 
membership of 1400 representing 
electric companies throughout the na- 
tion. Supervising the numerous and 
diverse activities of the committees 
is the EEI Board of Directors, under 
the chairmanship of Walter H. Sam- 
mis, President of the Institute. The 
Board is staffed largely by chief ex- 
ecutives of member companies, one- 
third of whom are elected each year 
for three-year terms. An Advisory 
Committee, also composed of members 
selected from member company ex- 
ecutives, acts as consultant to the In- 
stitute on matters of industry policy. 

One of the more recent continuing 
committees authorized by the Board 
of Directors is the Committee on 
Atomic Power. From time to time, the 
Board also authorizes formation of 
special committees with specific as- 
signments. 

A brief survey of the activities 
planned by the General Committees 
and Engineering Division Commit- 
tees for the administrative year 1953- 
1954 appears on following pages. A 
similar survey of Accounting and 
Commercial Division plans will be pre- 
sented in the November issue of the 
BULLETIN. 


Codes and Standards Committee 

The Codes and Standards Commit- 
tee, which reports directly to the EEI 
Board of Directors, is under the chair- 
manship of A. H. KEHOE of Consoli- 
dated Edison Co. of New York, Inc. 
Responsible for maintaining liaison 
between the electric industry and 
rule-making bodies, the committee ex- 
ercises general jurisdiction over ac- 
tivities relating to codes, standards, 
and other technical regulations. 

Included in its responsibilities is 
the provision of policy guidance to 
electric company representatives who 
cooperate with representatives of 
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other groups on joint committees con- 
cerned with coordination of plant fa- 
cilities, as well as with organizations 
such as NEMA, NFPA, and ASA in 
the field of standardization. 


Chairman A. H. KEHOE is Vice Presi- 
dent of Consolidated Edison Co. of New 
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York, Inc., with consultive assignments. 
He has been with Consolidated Edison 
and a predecessor, United Electric Light 
and Power Co., since 1911. He became 
electrical engineer in 1921, vice presi- 
dent of the New York Edison and United 
companies in 1932, and vice president of 
Consolidated Edison in 1936. He holds 
an E.E. degree from the University of 
Vermont and has been awarded a Doctor 
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of Engineering degree by that univer- 
sity. Mr. Kehoe was also awarded the 
Lamme Medal in 1944 by the American 
Institute of Electrical Engineers for out- 
standing work in the electrical field. He 
is a director of the New York Steam 
Corp. and Consolidated Telegraph and 
Electrical Subway Co. and is a former 
vice president of the Edison Electric 
Institute. 


EEI General Committees 


Accident Prevention Committee 


The Accident Prevention Commit- 
tee, with R. P. DouGLAs, The Detroit 
Edison Co., as chairman, provides 
member companies with information 
on safety statistics, procedures, and 
tools. It carries on intensive study of 
the causes of accidents, looking to the 
development of improved methods of 
accident prevention. These activities 
are all coordinated by the committee 
with programs of other EEI commit- 
tees and all agencies interested in the 
preservation of human life and the 
prevention of needless destruction of 
property. 

In the past few years the commit- 
tee has collected and released a wealth 
of safety material in various forms. 
Much of this material results from 
the combined efforts of the committee 
and other related groups. As an ex- 
ample, a manual covering the care 
and use of hot-line tools is currently 
being developed with the aid of the 
Transmission and Distribution Com- 
mittee. 

Since 1941 a member of the com- 
mittee has prepared an annual report 
of fatalities in the industry, available 
through the services of EEI. During 





R. P. DouGLas 


Chairman of the Accident Prevention 
Committee 


the past year the Subcommittee on 
Safety Training developed a manual, 
Place of Safety in the Selection and 
Training of Employees, which will be 
distributed to all safety directors of 
member companies. 

More recently, the committee has 
undertaken a study of electric shock 
and burn cases. Since this type of ac- 
cident accounts for seven out of ten 
deaths per year in the industry, it is 
felt there is a need for more infor- 
mation in this area. Data obtained 
will also be used by the subcommittee 
responsible for the development of 
safety letters and posters. 

The committee’s round-table dis- 
cussion project facilitates the ex- 
change of safety information among 
companies and introduces new ideas 
that may eventually become major 
projects. 

One of the most effective activities 
of the committee, and perhaps the 
most popular, however, is the Safety 
Merit Award, presented to a com- 
pany, department, or division of a 
company which has functioned for 
1,000,000 man-hours without a lost- 
time accident or, in the case of com- 
panies with less than 100 employees, 
for 500,000 man-hours. There have 
been 238 of these awards presented to 
59 companies in the last ten years. 

Members of the Accident Preven- 
tion Committee represent 55 compa- 
nies in United States and Canada. 
The Committee meets three times a 
year. 


Chairman R. P. DouctLas. Director of 
Safety for The Detroit Edison Co., has 
been engaged in safety work for the past 
34 years. He has been with Detroit 
Edison for 38 years, is now secretary- 
treasurer, director, and board member of 
the Detroit Industrial Safety Council, 
and is chairman of the Fire Prevention 
Committee of the Detroit Chamber of 
Commerce. Mr. Douglas, an EEI Acci- 
dent Prevention Committee worker since 
1944, is a past president of the Michigan 
Safety Conference, a member of two 
National Safety Council Committees, a 
member of the International Association 


of Fire Chiefs, and a member of com- 
mittees of the Automobile Club of Michi- 
gan and the Michigan Rural Safety 
Council. 

Area Development Committee 

Under the chairmanship of WAL- 
TER I. DOLBEARE, Virginia Electric 
and Power Co., the Area Develop- 
ment Committee will continue to 
study, compile, and exchange infor- 
mation with respect to programs and 
materials used by electric companies 
to aid in the development of the areas 
they serve and with respect to co- 
operation between electric companies 
and other organizations also working 
for such development. 

Among the materials prepared by 
the committee’s sub-groups and dis- 
seminated to EEI member companies 
during the past year were a check 
list for handling industrial prospects 
and locating new industries, a report 
on industrial development financing, 
and a report on methods of encour- 
aging industries to direct their plant 
location inquiries to electric com- 
panies. 

Upon its formation in 1949, the 
committee inaugurated a series of 
regional meetings to point up oppor- 
tunities present in area development 





W. I. DOLBEARE 


Chairman of the Area Development 


Committee 
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work. These meetings were followed 
by an area development institute con- 
ducted at Yale University in 1952 and 
by a second institute held at the Uni- 
versity of Michigan last June. Encour- 
aged by the success of these meetings 
and institutes, the committee is now 
considering the possibility of spon- 
soring various workshops at which 
particular area development pro- 
blems can be examined. 

The specific projects of the Area 
Development Committee for the com- 
ing year, however, will not be de- 
cided upon until the committee holds 
its organization meeting on October 
15-16. Suggested projects to be 
weighed at that time will concern 
training of area development per- 
sonnel, the place of the electric com- 
pany in community planning and 
zoning, value of tourism to the elec- 
tric company, soil conservation and 
watershed development, and _ indus- 
trial development activities. 

Chairman W. I. DOLBEARE, affiliated 
with Virginia Electric and Power Co. 
since 1927, is Vice President of the com- 
pany with supervision of area develop- 
ment activities. A graduate of Brown 
University, he joined Vepco as an illumi- 
nating engineer. He has served in vari- 
ous capacities during the past 25 years, 
including positions in sales work activi- 
ties, as manager of the former Williams- 
burg and Suffolk districts of the com- 
pany, and as director of industrial de- 
velopment. Mr. Dolbeare served as a 
commander with the Navy in the Pacific 
for five years during World War II and 
returned to Vepco after his tour of duty. 


He was elected to his present position 
earlier this year. 


Committee on Atomic Power 


The first meetings of the present 
12-member Committee on Atomic 
Power, under the chairmanship of 
E. H. DIxon, Middle South Utilities, 
Inc., were held during the EEI Con- 
vention in June, prior to presentation 
of the committee’s report on June 4. 
Following acceptance of that report 
by the convention, a letter from the 
Institute to the Atomic Energy Com- 
mission was signed by President Sam- 
mis and handed to Gordon Dean, then 
Chairman of the Commission, on the 
platform in Convention Hall, Atlantic 
City. IN. Zz. 

This letter expressed to the Atomic 
Energy Commission the important in- 
terest on the part of the investor- 
owned electric industry in atomic 
power prospects and development of 
these prospects by the industry for 
the benefit of the public, and stated 
that the industry is prepared to meet 
with, and lend assistance to, the com- 
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E. H. DIxon 


Chairman of the Committee 
on Atomic Power 


mission in connection with this pro- 
gram. 

In reply to this letter, President 
Sammis received from Lewis Strauss, 
present Chairman of the Atomic 
Energy Commission, a letter praising 
the Institute for the establishment of 
a standing Committee on Atomic 
Power. Mr. Strauss stated that the 
commission stood ready at all times 
to receive proposals or recommenda- 
tions from the Institute’s Committee 
on Atomic Power and promised they 
would be given earnest consideration. 

During late June and July, the Joint 
Committee on Atomic Energy of the 
U. S. Congress held a series of open 
hearings with respect to atomic power 
development and possible considera- 
tion of legislative recommendations in 
this regard in a subsequent session 
of Congress. The Institute received 
from Representative W. Sterling Cole, 
Chairman of the joint committee, a 
letter advising that his committee 
would appreciate an opportunity to 





WALKER L. CISLER 


Chairman of the Electric Power 
Survey Committee 
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discuss with a representative of the 
Institute, in an open hearing on July 
20, some of the problems incident to 
definition of a Federal policy on indus- 
trial atomic power development. 

In response to this invitation, the 
committee, on behalf of the Institute, 
presented a prepared statement to 
the joint committee at the July 20 
open hearing in Washington, D. C. 
Briefly, this statement recommended 
that, in the interest of broadening 
participation and use of private capi- 
tal in the atomic power program, the 
Atomic Energy Act of 1946 be re- 
vised to (1) permit industry to own 
both source materials and fissionable 
materials and facilities for the pro- 
duction and utilization of such mate- 
rials; (2) deal fairly with patent 
rights and incentives for new develop- 
ments; and (3) permit industry to 
obtain workable licenses from ap- 
propriate regulatory authorities for 
projects in this field. 

In the discussion period which fol- 
lowed, Chairman Cole requested that 
the Institute’s committee submit to 
the joint committee a proposed draft 
of specific recommended changes in 
the McMahon Act. This request was 
followed up by a letter from the joint 
committee asking that the Commit- 
tee on Atomic Power undertake this 
task. 

The Committee on Atomic Power is 
making a study of those parts of 
the act which are of paramount inter- 
est to the electric power industry, 
with a view to complying with Chair- 
man Cole’s request. 

Chairman E. H. DIxon has been Presi- 
dent and Director of Middle South Utili- 
ties, Inc., since 1949 when it was formed 
following the reorganization of Electric 
Power & Light Corp. He had been Presi- 
dent of the latter company since 1944, 
having served it and the United Gas 
Corp., both units in the Electric Bond & 
Share Co. system. as secretary, treas- 
urer, director, and vice president. Mr. 
Dixon participated in the formation of 
Electric Energy, Inc., and is now serv- 
ing as vice president and director of that 
company. He has worked on EEI com- 


mittees for a number of years and is 
presently on the Advisory Committee. 


Electric Power Survey Committee 


The adequacy of the present and 
probable future available supply of 
electric power is one of the most fre- 
quently recurring questions raised by 
both industry and government. This is 
because the vital importance of elec- 
tricity to our peacetime industrial 
economy and to defense is well rec- 
ognized. Comprehensive and contin- 
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uous information concerning the elec- 
tric power situation in the United 
States is needed to answer these 
queries. 

The Electric Power Survey Commit- 
tee was organized in 1947 to provide 
information of this kind. Its ac- 
tivities have been and continue to be 


under the leadership of WALKER 
L. CISLER, The Detroit Edison 
Co., Chairman; CLARENCE MaAy- 


OTT, The Hartford Electric Light Co., 
Vice Chairman; and F. DOUGLAS 
CAMPBELL, The Detroit Edison Co., 
Chairman of the Subcommittee on 
Manufacturing. 

The committee’s functions are ac- 
complished by semi-annual surveys of 
the nation’s peak loads, generating 
capabilities, reserve margins, and en- 
ergy requirements; the scheduled pro- 
duction of heavy electric power equip- 
ment; and the construction of new 
generating plants. 

Representatives of electric-power 
systems or power supply areas in all 
parts of the country participate in the 
surveys and report complete informa- 
tion with respect to peak loads, capa- 
bilities, and reserve margins in their 
own areas, including actual overating 
results for the past year and forecasts 
for four years in advance. The reports 
also include complete information con- 
cerning planned new generating capa- 
city. These data are reviewed and 
assembled on a regional and national 
basis. 

Manufacturers of heavy electric- 
power equipment also participate in 
the semi-annual surveys. Their rep- 
resentatives meet with the Subcom- 
mittee on Manufacturing and present 
complete data concerning orders on 
hand, production schedules, shipments, 
and open manufacturing capacity. 
They also discuss material situations 
and other pertinent problems. 

Reports including both the load and 
capability data and the equipment 
data, together with explanations and 
observations by the committee, are 
prepared and given wide distribution. 
The fourteenth such semi-annual sur- 
vey will be carried out in October, 
1953, and the report should be avail- 
able about November 15. 


Committee Chairman WALKER L. Cis- 
LER is President and Director of The 
Detroit Edison Co. An army lieutenant 
in World War I, he joined Public Service 
Electric and Gas Co. after graduating 
from Cornell University in 1922. Rising 
to assistant general manager of the Elec- 
tric Department, he served on the WPB 
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R. N. BENJAMIN 


Chairman of the Financing and Investor 
Relations Committee 


while on loan from the company in 1941. 
In 1948 he joined Detroit Edison and 
was granted a leave of absence at the 
request of the Army, where he attained 
the rank of colonel. He was stationed 
overseas in the Mediterranean and Euro- 
pean Theaters of Operation and, as a 
member of General Eisenhower’s Staff, 
had the responsibility of directing the 
over-all rehabilitation of utilities 
throughout the command area. In late 
1945 he returned to Detroit Edison as 
chief engineer of power plants, becoming 
executive vice president in 1948 and pres- 
ident in 1951. He has continued to be 
active in governmental matters and has 
served on many committees and as con- 
sultant to several departments such as 
the Economic Cooperation Administra- 
tion, Foreign Operations Administration, 
and the Atomic Energy Commission. 


Financing and Investor Relations 
Committee 


The main purpose of the Financing 
and Investor Relations Committee, 
under the chairmanship of RICHARD 
N. BENJAMIN, Stone & Webster Ser- 
vice Corp., is to provide a clearing 
house for information and discussion 
in order to assist member companies 
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in meeting their financial problems 
and in bettering their relations with 
owners and prospective owners of 
their securities. 

The committee has started the 
practice of sending to interested mem- 
ber companies current reports of basic 
data concerning utility securities sold 
and will this year provide monthly 
summaries of these reports for ready 
reference. It has also prepared, and 
will keep up to date annually, a list 
of major institutional investors, such 
as banks, pension funds, and insur- 
ance companies, with the name of the 
individual in each firm who follows 
utility investments. 

Special studies have been made con- 
cerning quarterly reports to investors, 
pros and cons of convertible securi- 
ties, the make-up of stockholdings by 
various types of investors, and other 
subjects. The committee is planning 
to study numerous topics this year, 
including the elimination of small 
shareholdings by encouraging the pur- 
chase of larger amounts, the assem- 
bling of information about the timing 
of projected financing in order to help 
avoid the concentration of sales in a 
relatively short period during any 
one year, and the various aspects of 
offering stock to employees. 

The committee plans to hold meet- 
ings during the year to develop free 
and open discussion of other financial 
problems facing the industry during 
this period of continuous demand for 
funds to meet the growing load of the 
industry. 


Chairman R. N. BENJAMIN has been 
Vice President of Stone & Webster Ser- 
vice Corp. since 1948. A graduate of 
Harvard College and the Harvard Grad- 
uate School of Business Administration, 
he was employed by Stone & Webster, 
Inc., in 1927 and has since been engaged 
in corporate and financial work. In 1937 
he was employed by Engineers Public 
Service Co., Inc., the mutual service com- 
pany of the Engineers Public Service Co. 
holding company system, being named 
secretary of most of the companies of 
that system and head of its Corporation 
Department. He was employed by Stone 
& Webster Service Corp. in 1947 and has 
been a member of the EEI Financing and 
Investor Relations Committee since 1951. 


Industrial Relations Committee 


The Industrial Relations Commit- 
tee, with FRED R. RAUCH, The Cin- 
cinnati Gas & Electric Co., as chair- 
man, will continue to help representa- 
tives of EEI member companies to 
keep currently informed on develop- 
ments in the industrial relations field. 

During the coming year, members 








Octe 


of 


sul 


to 
the 
in 
of 
mi 
be 
res 
So 
ha 


col 
we 
tri 
in 
In 


av 
du 


les 
to 


sti 
m 
sa 


Si 


Wi 
ay 
in 
co 
ie 
be 


he 


Ml 


-_—- 


— Th wee eet oO 





, 1953 


lems 
with 
s of 


the 
nem- 
basic 
sold 
ithly 
eady 
and 
. list 
such 
isur- 
f the 


llows 


con- 
tors, 
curi- 
's by 
ther 
ning 
year, 
small 
pur- 
sem- 
ning 
help 
ina 
any 
s of 


neet- 
free 
ncial 
ring 
| for 
F the 


been 
Ser- 
e of 
rrad- 
ition, 
ster, 
aged 
1937 
ublic 
com- 
e Co. 
amed 
s of 
ation 
stone 
| has 
rand 
1951. 


Pe 

mit- 
Cin- 
1air- 
nta- 
s to 
alop- 
field. 
bers 





October, 1953 


of the committee, individually or in 
subcommittees, will undertake  re- 
search and study of subjects deemed 
to be of interest and importance to 
the electric light and power industry 
in general. To facilitate an exchange 
of information on these subjects, com- 
mittee meetings, some of which will 
be co-sponsored by electrical utility 
regional groups in New England, the 
Southeast, Southwest, and Midwest 
have been scheduled. 

In recent months certain electric 
companies have done _ outstanding 
work in particular areas of the indus- 
trial relations field. During the com- 
ing year it will be the purpose of the 
Industrial Relations Committee to 
make details of these accomplishments 
available to other members of the in- 
dustry. 

Under present circumstances, labor 
legislation, with particular reference 
to the proposed amendments of the 
Taft-Hartley Act, will be under con- 
stant study by members of the com- 
mittee. By means of a wage and 
salary reporting form especially de- 
signed for survey purposes, wage and 
salary information for the industry 
will also be kept up-to-date and made 
available to companies participating 
in the surveys. Data pertaining to 
contract negotiations and special stud- 
ies undertaken by the committee will 
be distributed from EEI offices, as 
has been done in the past. 

This year’s Annual Round-Table 
Conference is scheduled for October 
12-14 and will be held in Chicago, 
Ill., to assist in the development of 
present and future leaders in the in- 
dustrial relations field. To achieve 
this objective, prominent leaders in 
the electric industry have accepted in- 
vitations to speak on subjects pertain- 
ing to selection of employees, selling 
fringe benefits to rank and file em- 
ployees, control of benefit costs, 
preparation for negotiations. and 
management responsibilities. Discus- 
sion groups led by experienced indus- 
trial relations people are scheduled 
for the purpose of exchanging infor- 
mation on the topics presented by the 
speakers. 


Chairman FRED R. RAUCH. Vice Presi- 
dent, The Cincinnati Gas & Electric Co., 
is a registered professional engineer with 
more than 25 years’ experience in em- 
ployee-employer and union-employer re- 
lations. His background includes 15 
years’ experience in the construction of 
industrial, commercial, and public works 
structures in the United States, Puerto 
Rico, and the Virgin Islands. He was 
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W. O. RANDLETT 
Chairman of the Insurance 
Committee 


employed as industrial relations director 
of Cincinnati Gas & Electric in 1942, 
being made vice president in charge of 
industrial relations shortly thereafter. 
Mr. Rauch is president of the Greater 
Cincinnati Safety Council, a committee 
member of the American Gas Associa- 
tion, past president of the Cincinnati 
Chapter, Society for the Advancement 
of Management, and a member of the 
Engineering Society of Cincinnati. He 
recently served on an American Man- 
agement Team that conducted seminars 
in Austria for the Austrian government 
and the League of Austrian Industrial- 
ists. These seminars were under the 
auspices of the United States Special 
Mission for Economic Cooperation and 
the National Management Council. 


Insurance Committee 


Subjects which will receive the at- 
tention of the Insurance Committee, 
under the chairmanship of W. O. 
RANDLETT, Virginia Electric and 
Power Co., during the coming year 
will include a review of requirements 
as to insurance coverage by contrac- 
tors performing work for utilities 
and investigation of the possible use 
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by electric companies of the new 
forms of multiple location coverage 
recently made available by insurance 
companies. 

The committee’s activities during 
the past year were concentrated pri- 
marily on the subjects of fixed fire 
protection for outdoor power trans- 
formers, the storage of flammable gas 
cylinders in power station buildings, 
and subcommittee work on boiler and 
machinery insurance, an earnings im- 
pairment form of business interrup- 
tion insurance, and catastrophe excess 
liability insurance. 

Through the cooperation of the 
Electrical Equipment Committee, a 
joint subcommittee investigated the 
possible use of self-contained me- 
chanical foam systems for automati- 
cally operated fixed systems on trans- 
formers at locations where no water 
supply is available. The subcommit- 
tee will continue its study of other 
types of fixed protection for trans- 
formers, including the use of a newly 
developed high-velocity-type water- 
fog head, which will make possible 
simplified piping arrangements as 
well as fewer spray heads and reduced 
costs for the entire installation. 

The Insurance Committee suffered 
the loss of one of its most valued and 
capable members in the recent death 
of JosEPH H. NICKELL, long-time 
chairman of the committee and promi- 
nent in all its activities. 


Chairman W. O. RANDLETT, Manager 
of the Insurance Department, Virginia 
Electric and Power Co., has spent prac- 
tically his entire business career with 
that company. He became associated 
with it in 1919 and, after experience in 
the power production, purchasing, and 
accounting departments, became assis- 
tant manager of the Insurance Depart- 
ment in 1931, and manager in 1945. Mr. 
Randlett has been an active member in 
the National Fire Protection Association 
for more than 20 years and is associated 
with the Insurance Division of the Amer- 
ican Management Association. He has 
taken prominent interest in fire preven- 
tion activities at both civic and state 
levels. 


Legal Committee 


A continued study of, and report 
on, legal matters referred to it by 
the Institute or by any of the EET 
committees will be the job of the 
Legal Committee this vear, under the 
chairmanship of T. JUSTIN MOoRE, 
Virginia Electric and Power Co. It 
will work up and exchange informa- 
tion on the more pressing current 
legal problems in the electric power 
field with the officers, directors, and 
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EARLE S. THOMPSON 


Chairman of the Membership 
Committee 


other committes of the _ Institute. 

Two general meetings of the com- 
mittee were held last year, each ex- 
tending over a two-day period. The 
first was held on October 10-12, 1952, 
at White Sulphur Springs, W. Va., 
and the second at Williamsburg, Va., 
on march 19-22, 1953. This year’s 32- 
member committee has scheduled its 
next meeting to be held in Philadel- 
phia, Pa., October 30-31, and a second 
to be held in the spring of 1954. It 
is also expected that a two-day semi- 
nar for claims men in the industry 
will be conducted under the auspices 
of the Legal Committee, just as in 
September, 1952, at Cincinnati, Ohio. 


Chairman T. JUSTIN MOORE, a member 
and past president of Phi Beta Kappa, 
is Vice President, General Counsel, and 
a Director of the Virginia Electric and 
Power Co. A University of Richmond 
graduate, he has practiced law continu- 
ously since receiving his LLB from Har- 
vard Law School in 1913, has served in 
his present positions with Virginia Elec- 
tric and Power since 1925, and is a part- 
ner in the firm of Hunton, Williams, 
Anderson, Gay & Moore. Mr. Moore is 
a past president of the Richmond Bar 
Association, an active member of the 
American Bar Association, and has 
served as a member of EEI’s Legal Com- 
mittee since its organization in 1950. He 
is rector and a member of the Executive 
Committee of the Board of Trustees of 
the University of Richmond and is a 
director of several banks, utilities, and 
other corporations. 


Membership Committee 


The Membership Committee, under 
the chairmanship of EARLE S. THOMP- 
SON of The West Penn Electric Co. 
(Inc.), examines all applications for 
institute membership Reports and 
recommendations from the committee 
are made directly to the EE! Board 
of Directors. 
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Chairman E. S. THOMPSON, President 
and Director of The West Penn Electric 
Co. (Inc.), is a graduate and trustee of 
Bowdoin College. Following employment 
with National Fire Insurance Co. and 
Hornblower & Weeks, Mr. Thompson 
joined American Waterworks and Elec- 
tric Co. in 1923 and in 1938 was elected 
president and director of the company, 
predecessor of West Penn Electric. He 
is a trustee of the Dry Dock Savings 
Bank, and a director of Monongahela 
Power Co., Potomac Edison Co., Wind- 
sore Coal Co., West Penn Railways, City 
Bank Farmers Trust Co., and the Ritz- 
Carlton Hotel Co. among other concerns. 


Prize Awards Committee 


All Institute-sponsored contests, 
with the exception of the Reddy Kilo- 
watt Annual Report Award and the 
Charles A. Coffin Award, are conducted 
by the Prize Awards Committee, under 
chairmanship of HARRY RESTOFSKI of 
the West Penn Power Co. Among the 
committee’s activities are the appoint- 
ing of contest judges, the promoting of 
each competition to insure the widest 
participation, and the reviewing of all 
prize awards submitted by various 
donors to the Institute for its sponsor- 
ship. On page 399 of this issue of the 
BULLETIN there appears a description 
of the awards to be made for 1953 at 
the Institute’s Sales Conference and 
Annual Convention. 


Chairman HARRY RESTOFSKI, Vice 
President of West Penn Power Co., has 
filled many and varied positions for the 
company since joining it in 1914 follow- 
ing his graduation from Ohio Northern 
University. Before assuming his pres- 
ent duties as the executive in charge of 
sales, rates, advertising, and public re- 
lations, Mr. Restofski held such key 
posts as general safety director, assis- 
tant to the president, training director, 
personnel director, sales promotion man- 
ager, and general sales manager. He is 
a past chairman of the EEI’s Commer- 
cial Division General Committee and of 
the Better Light Better Sight Bureau. 
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C. H. ZURNIEDEN 
Chairman of the Purchasing and 
Stores Committee 


Purchasing and Stores Committee 


The Purchasing and Stores Com- 
mittee has as its chairman CARL 
H. ZUR NIEDEN, Philadelphia Elec- 
tric Co., and as its vice chairmen 
J. D. Hoce, The Cleveland Electric 
Illuminating Co., who will handle pur- 
chasing matters, and W. A. HOLLs, 
Consolidated Gas Electric Light 
and Power Co. of Baltimore, who will 
head stores activities. These offi- 
cers, together with E. N. Scott, Long 
Island Lighting Co., who will again 
serve as secretary - treasurer, four 
members-at-large, H. T. BELCHER, 
Consumers Power Co., C. I. RICHARDS, 
Central Hudson Gas & Electric Corp., 
T. S. DUNSTAN, Consolidated Edison 
Co. of New York, Inc., R. A. CLARK, 
The Detroit Edison Co., and two past 
chairmen, R. L. LEACH, Georgia 
Power Co., C. F. OGDEN, The Detroit 
Edison Co., comprise the Executive 
Committee of the group. 

The Purchasing and Stores Com- 
mittee includes, in addition to the 
executive members listed above, 55 
active members, four honorary affili- 
ates, 24 correspondents, and two 
guests who represent Canada and 
Bermuda. 

All members have been contacted 
for suggestions to determine which 
areas of work are of the widest 
general interest and what projects will 
stimulate the greatest participation 
on the part of each member. These 
suggestions were considered at a re- 
cent meeting of the Executive Com- 
mittee, and the specific projects to be 
undertaken by the Purchasing and 
Stores Committee will be announced 
in a forthcoming issue of the BUL- 
LETIN. 
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The Standard Packaging and Nom- 
enclature Project Committee, with a 
new chairman, H. E. HODGSON, Wis- 
consin Power & Light Co., succeeding 
G. E. BALCH (retired), will deal not 
only with standard packaging as re- 
lated to pole line hardware but also 
with standard packaging programs 
for other types of materials and 
supplies required by the electric 
light and power industry. 

The annual spring meeting of the 
Purchasing and Stores Committee is 
scheduled for May 2-5, 1954, at the 
Hotel Roosevelt, New York, N. Y. The 
Consolidated Edison Co. of New York, 
Inc., will be host for the meeting, 
and a program of interesting and 
varied activities is being planned. 


Chairman C. H. zUR NIEDEN has been 
General Superintendent of the Philadel- 
phia Electric Co.’s Stores Division since 
1944. Born in Philadelphia, he attended 
Drexel Institute Evening School where 
he majored in construction engineering. 
Prior to joining Philadelphia Electric in 
1922, Mr. zur Nieden worked in an en- 
gineering capacity with Day & Zimmer- 
man, in Philadelphia, and with the J. G. 
White Engineering Corp., in Syracuse. 
When Philadelphia Electric’s Purchas- 
ing Department’s Material Coordination 
Unit, of which he was coordinator, was 
taken over by the War Production 
Board, he served for one year as regional 
engineer. Utility Inventorv Control. Office 
of War Utilities for Region 3. He is a 
member of the Pennsvlvania Electric 
Association, American Gas Association, 
and the Pennsylvania Gas Association. 


Rate Research Committee 


The Rate Research Committee, in 
its second year under the chairman- 
ship of I. L. CRrAtG of the Philadel- 
phia Electric Co., plans to carry on 
its program of conference meetings 
which serve as a forum for the ex- 
change of information and_ ideas. 
These provide, through the country- 
wide membership of the committee, 
the opportunity to review and keep 
abreast of rate changes and rate case 
decisions as they occur; to become in- 
formed of rate proceedings that are 
in progress; and to discuss and ex- 
change views on contemplated changes. 

Studies inaugurated during the 
past year will be continued and, where 
feasible, brought to conclusion. Pro- 
blems of special interest will be listed 
for investigation, and information 
pertaining to them that may be help- 
ful to management will be dissemina- 
ted. The treatment of Federal income 
taxes as affected by accelerated amor- 
tization and its possible effect on rate 
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Committee 


policies and rate levels is an illustra- 
tive instance. 

Residential air conditioning load, 
with its poor annual load factor, 
its requirement of investment in sup- 
ply capacity, and its effect on cus- 
tomers’ wiring, has become a problem 
of general concern. This low load fac- 
tor business gives indication in some 
sections of the country of becoming 
responsible for annual peak load. 
These factors suggest the necessity 
of giving consideration to appropriate 
rate tariff availability provisions cov- 
ering the type of service to be sup- 
plied. 

The adequacy of a universal block 
rate for residence service is being 
questioned. The capacity requirements 
of air conditioners, washers, driers, 
and other large residence load suggest 
study of the inclusion of a capacity 
(demand) charge factor in rate for 
residence service. Some companies 
now have this type of rate in effect. 

Fuel adjustment clauses, while now 
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quite generally in use, have in some 
instances been subject to regulatory 
redrafting that singles this subject 
out for investigation and perhaps re- 
appraisal. 

There are many continuing rate 
application problems that merit care- 
ful watching for new or changing 
developments. Water heating, electric 
panel house heating, and heat pump 
applications to water and house heat- 
ing are among them. The Rate Re- 
search Committee contemplates a 
busy year. 


Chairman I. L. Craic, Manager of the 
Rate and Standard Practice Department 
of the Philadelphia Electric Co., began 
his utility career in 1908 following his 
graduation from Cornell University 
when he joined the staff of Citizens Gas 
and Electric Co., Waterloo, Iowa, as 
assistant to the general superintendent. 
Five years later he transferred to Amer- 
ican Gas Co., Philadelphia, where in 1921 
he was named rate engineer in charge 
of all of the company’s utility proper- 
ties. Following the consolidation of 
American Gas and The United Gas Im- 
provement Co. of Philadelphia, Mr. 
Craig joined the latter company as rate 
engineer in the Promotion and Sales De- 
partment and in 1928 became associated 
with the Philadelphia Electric Co. He 
has been for many years a member of 
the EEI Rate Research Committee, is a 
member of the American Institute of 
Electrical Engineers, and is a past pres- 
ident of the Pennsylvania Electric Asso- 
ciation. 


Statistical Committee 


The Statistical Committee is con- 
tinuing its projects for providing sta- 
tistical information on the electric 
industry. Composed of 20 members 
experienced in electric company opera- 
ting and planning problems, the com- 
mittee is currently under the chair- 
manship of W. W. GoparDd of Tue 
Cleveland Electric Illuminating Co. 

The annual EEI Statistical Bul- 
letin for the Year 1952 has taken 
on a new look as the result of general 
rearrangement and revision—a speci- 
fic project of this committee. Better 
presentation of information was the 
cbjective, and suggestions or recom- 
mendations concerning the publication 
are invited from EEI members. 

The Weekly Electric Output Index, 
sponsored by the committee, has had 
several months of trial run in its 
distribution to members of the In- 
stitute and will again be presented 
to the EEI Board of Directors for 
approval. The index has recently un- 
dergone careful final review. 

Another active project of the com- 
mittee is the Glossary of Terms and 
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Definitions which, with the coopera- 
tion of other committees, is nearing 
its final draft. This glossary of 
accounting and technical terms is 
limited to reports and summaries of 
the Edison Electric Institute and is in- 
tended to serve as a guide for laymen. 
The definitions are reasonably brief, 
expressed in practical language, and 
are regarded as descriptive of pre- 
dominant practice but not provided 
for legalistic interpretations. Other 
projects include some inquiry into the 
subject of individual company prac- 
tice in the classification of production 
and sales statistics. 

The committee continuousiy con- 
sults with the EEI statistician re- 
garding regular weekly, monthly, and 
annual releases and other data pre- 
pared by his department for the Insti- 
tute. 

The next meeting of the Statistical 
Committee is scheduled for Novem- 
ber 9-10 and the chairman would like 
to receive any suggestions from other 
committees or from any member 
companies for the consideration of 
this committee. 


Chairman W. W. Goparp, native of 
Georgia, is General Supervisor of Statis- 
tics for The Cleveland Electric Illumi- 
nating Co. He graduated with a B.S. 
degree in electrical engineering from the 
Georgia School of Technology in 1919. 
He joined CEICO in 1922 working in 
foreign-wire relations, which included 
coordination of electric-supply lines with 
electric-communication lines. In 1936 he 
was placed in charge of the Statistical 
Department. A member of the EEI Sta- 
tistical Committee since 1948, Mr. God- 
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Engineering Division Genera! 
Committee 

The engineering Division General 
Committee, whose chairman is E. H. 
SNYDER, Public Service Electric and 
Gas Co., serves as a coordinating 
agency for the activities of the five 
engineering committees which consti- 
tute the Engineering Division. The 
committee membership, comprised of 
the chairmen of the five engineering 
committees and 15 members-at-large, 
also deals with engineering matters 
of a more general nature than those 
covered by the other committees. 

This committee is responsible for 
the general guidance of the five engi- 
neering committees in matters of pol- 
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Chairman of the Transportation 
Committee 


ard is an active member of the Cleve- 
land Engineering Society, American 
Statistical Association, and the Cleve- 
land Business Statistics Group. In local 
community affairs he is a member of 
Kiwanis and the Civic League. 


Transportation Committee 


This year, under the chairmanship 
of D. K. WILSON, Niagara Mohawk 
Power Corp., the Transportation Com- 
mittee again plans joint activity with 
the AGA Motor Vehicles Commit- 
tee. The Annual Spring Conference of 
Utility Fleet Operators, sponsored by 
the combined EEI-AGA Committees, 
was held in Chicago, Ill., in April, 
1953, and was most successful. Of 
particular note was the session on 
aerial apparatus. The papers and dis- 
cussions at that session were subse- 
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quently published by EEI under the 
title Symposium on Selection of Aerial 
Apparatus and Related Chassis. Be- 
cause of the interest aroused in the 
subject, a continuation of this study 
is projected for the 1953-54 admini- 
strative year. 

The 1954 Spring Conference will be 
held in April, in Montreal, Que. It 
will be the first time that Canada has 
been the site of such a meeting in 
several years, and the committee wel- 
comes the opportunity for closer asso- 
ciation with its confreres across the 
border. 

With a busy and productive year 
anticipated, subcommittees will con- 
tinue to be comprised of both EEI 
and AGA members and will submit 
their annual reports at the Montreal 
meeting. Reduction of vehicular ac- 
cidents and promotion of safe driving 
practices will be stressed again, as 
these are the paramount problems con- 
fronting everyone who owns or oper- 
ates a motor vehicle. 


Chairman D. K. WILSON is Superin- 
tendent of Automotive Equipment in the 
Eastern Division of the Niagara Mo- 
hawk Power Corp. He has been with 
Niagara Mohawk and predecessor com- 
panies since 1926, the year after his 
graduation as a mechanical engineer 
from Cornell University. A licensed pro- 
fessional engineer in New York State, 
Mr. Wilson is active in civic grouns and 
in the Society of Automotive Engineers, 
having served it as national vice presi- 
dent on transportation and maintenance 
in 1947 and as a member of its technical 
board for three vears. He is also a 
member of the American Gas Associa- 
tion’s Motor Vehicles Committee. 


Engineering Committees 


icy and for correlating their work in 
order to avoid duplication of effort. 
In addition, the committee has three 
subcommittees. One is the Air Pollu- 
tion Subcommittee, under the chair- 
manship of G. V. WILLIAMSON, Union 
Electric Co. of Missouri, which has 
been collaborating with a_ similar 
group of AEIC in problems of air 
pollution and smoke prevention. An- 
other is the Codes and Standards Cor- 
relating Subcommittee, of which P. H. 
CHASE, Philadelphia Electric Co., is 
chairman. This subcommittee con- 
siders matters of standardization, par- 
ticularly where coordination is desir- 
able between different groups of 
electric utility representatives work- 


ing on related subjects such as Na- 
tional Codes developed under the 
auspices of the American Standards 
Association. The third subcommittee, 
under the chairmanship of Mr. 
SNYDER, is making a re-examination 
of the method of handling the subject 
of system planning and engineering 
within the framework of the Engi- 
neering Division. 

Chairman E. H. SNYDER is General 
Manager of the Electric Department of 
Public Service Electric and Gas Co. A 
native of Washington, D. C., he joined 
Public Service as a cadet engineer in 
1923 immediately following his gradua- 
tion from Lehigh University. In 1937 he 
was transferred from the Electric Dis- 
tribution Department to the Electric 
Engineering Department and held suc- 
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cessively the positions of assistant to the 
chief engineer and assistant chief engi- 
neer before appointment to his present 
position in 1950. He is a member of the 
American Institute of Electrical Engi- 
neers and the American Society of Me- 
chanical Engineers. His EEI activities 
include past membership on the Electri- 
cal Equipment Committee and on the 
Engineering Division General Committee 
prior to his appointment as chairman of 
that group. 


Electrical Equipment Committee 


The Electrical Equipment Commit- 
tee, under Chairman A. M. DEBELLIS, 
Consolidated Edison Co. of New York, 
Ine., and Vice Chairman C. L. DER- 
RICK, The Hartford Electric Light 
Co., will continue to devote itself to 
the solutions of problems of design, 
operation, and maintenance of electri- 
cal equipment and electrical systems. 
Committee activities will be pursued 
through the present six divisions. 

The Apparatus and Design Division, 
under the chairmanship of C. C. 
FARRELL, Philadelphia Electric Co., 
will continue to study design trends 
in electrical installations in zenerat- 
ing stations and substations and the 
economics of such trends. A major 
assignment of this division is to cover 
the development and operating per- 
formance of electrical equipment, its 
design, construction, and standardiza- 
tion. Inspection trips to newly built 
generating stations and substations 
are part of a program to give first- 
hand information on the latest ad- 
vancements in this field. 

The System and Apparatus Troubles 
Division, under its new chairman, D. 
W. TAYLOR, Public Service Electric 
and Gas Co., will continue to report 
on major system disturbances and 
equipment failures. These trouble re- 
ports, about which round-table dis- 
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cussions are conducted in closed ses- 
sions, are perhaps the most important 
and effective activities of the com- 
mittee. 

The System Engineering Division, 
with H. E. DEARDORFF, The Dayton 
Power and Light Co., as chairman, 
will continue to cover various aspects 
of system planning, including power 
exchange practices, capacity reserves, 
relaying, telemetering, and other re- 
lated subjects. 

The Operating and Maintenance 
Division, under the chairmanship of 
C. L. DERRICK, will continue to stress 
the problems of operation, main- 
tenance, personnel, and safety. 

The application of large utilization 
equipment will be followed by the Util- 
ization Division with A. C. GOHLKE. 
The Cleveland Electric Illuminating 
Co., as chairman. 

Through its many correspondents 
abroad, the Foreign Practice Division, 
under Chairman A. V. DEBEECH, 
Canadian-Brazilian Services, will con- 
tinue to keep the committee informed 
of major developments in electrical 
equipment and of trends in station 
design and practices. 

The committee is composed of 77 
members and nine special representa- 
tives. Three meetings are planned for 
the current administrative year, the 
first of which will be held in New 
Orleans, La., on November 2-3. 


Chairman A. M. DEBELLIs is Assistant 
Electrical Engineer at Consolidated Edi- 
son Co. of New York, Inc. A native of 
Genoa, Italy, he was educated in Italian 
schools where he received a B.S. degree 
and, after arriving in America, attended 
Brooklyn Polytechnic Institute. Mr. de- 
Bellis has been with Con Ed and its 
predecessor companies since 1913 and 
has been engaged in committee work of 
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the EEI and its predecessor since 1924. 
He is a fellow of the American Institute 
of Electrical Engineers, a member of the 
Electric Switching and Switchgear Com- 
mittee of the Association of Edison II- 
luminating Companies, and a holder of 
patents on electrical equipment. 


Hydraulic Power Committee 


The Hydraulic Power Committee, of 
which P. M. HEss, Pennsylvania 
Water & Power Co., is chairman, de- 
votes its activities to the study of 
the design, construction, characteris- 
tics, operation, and maintenance of 
all hydraulic and mechanical appara- 
tus and equipment required or used 
in hydroelectric plants, including 
reservoirs, dams, buildings, structures 
and devices. Its interests also include 
studies and dissemination of data to 
assist in prediction of weather con- 
ditions which effect operations. The 
committee is composed of 37 mem- 
bers, seven of whom are representa- 
tives of industrial and engineering 
firms who serve as guest members. 

The committee customarily holds 
but one meeting a year. This year 
the meeting will take place in Chicago, 
Ill., in conjunction with the Joint En- 
gineering Committees’ meeting held 
every other year in that city. In ad- 
dition to the findings of subcommit- 
tees assigned continuing subjects, 
there will be special papers, reports 
and talks from manufacturers’ rep- 
resentatives and other authoritative 
persons presented at that time. 

During the past year, members of 
the committee discussed in reports, 
papers, or verbally the trends in de- 
sign of draft tubes and tailrace gates, 
artificial precipitation and weather 
modification, computing flood flows 
for spillway designs, reconstruction 
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and replacement of impulse iurbine 
parts, Bucks Creek powerhouse, and 
construction of new water wheels dur- 
ing 1952. 

The Chicago meeting this year will 
call for reports of additional infor- 
mation collected by the Subcommittee 
on Artificial Precipitation and of a 
new subcommittee expected to be 
formed to collect data on turbine and 
draft tube settings. Interesting re- 
ports of unusual operating and main- 
tenance problems will be included on 
the agenda. 


Chairman P. M. Hess, Assistant 
Superintendent of Operations, Pennsyl- 
vania Water & Power Co., graduated in 
1920 from Swarthmore College with A. B. 
and E. E. degrees. After service with 
General Electric Co., he joined Pennsyl- 
vania Water & Power Co. in 1922 as a 
test engineer, later becoming operating 
engineer, pioneering in the pulverizing 
and burning of river-bottom anthracite 
coal. In 1931 he became associated with 
the Safe Harbor Water Power Corp. as 
station superintendent, directing his at- 
tention to the use of stainless steel to 
combat pitting in Kaplan turbines, 
studies of ice movements in rivers, and 
methods of providing better protective 
coatings for underwater structures. 
Author of numerous technical articles 
on the results of his research, he is past 
chairman of the PEA Engineering Sec- 
tion. 


Meter and Service Committee 


The Meter and Service Committee 
devotes its attention primarily to the 
design and technical characteristics 
of devices used for revenue meter- 
ing, together with methods and equip- 
ment for their installation, and to 
methods and equipment for the intro- 
duction of services into customer 
premises. The committee is under the 
chairmanship of C. V. MorgEy, Con- 
solidated Edison Co. of New York, 
Inc., and consists of 53 members and 
37 correspondents, including three 
correspondents in Canada and one in 
Hawaii. Meetings are held jointly with 
the AEIC Committee on Metering and 
Service Methods. 

The committee is made up of four 
divisions, which are assigned sub- 
jects falling within the scope of Ser- 
vice Equipment, Meters and Metering 
Equipment, Codes and Rules, and Me- 
ter Department Management. Subject 
assignments are made to specific in- 
dividuals within each division by the 
division chairman and, until such 
time as the item is disposed of, each 
individual then functions as a sub- 
ject chairman with the entire divi- 
sion acting as a subcommittee. Each 
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division meets separately on the first 
day of scheduled Meter and Service 
Committee meetings and reports to 
the full committee on the following 
day. 

There are about 25 specific sub- 
ject assignments under active consi- 
deration at this time, some of the 
more important being corrosion pro- 
tection, standardization of detachable 
meter mountings, connections for 
aluminum conductors in metering 
equipment, standardization of watt- 
hour demand registers, standardiza- 
tion of current transformers, com- 
pilation of representative service 
rules of member companies, periodic 
testing schedules for watthour meters, 
economics of various meter testing 
methods, the selection and training of 
personnel, and simplification of meter 
department records. 

Action on subjects of interest to 
other committees of the Institute is 
coordinated with such committees. 
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During the past year, the committee 
adopted a list of recommended 
standards for metering in connection 
with metal-clad switchgear. These 
recommendations have been transmit- 
ted to the Electrical Equipment Com- 
mittee with the request that they be 
given consideration in the over-all de- 
sign of switchgear. 

Among the subjects on the agenda 
for the remainder of the adminis- 
trative year is the preparation of a 
comprehensive standard for _ watt- 
hour meters, with particular consi- 
deration being given to meter rat- 
ings. 

The first meeting of the committee 
for the current year will be held at 
the Hotel William Penn, Pittsburgh, 
Pa., on October 19-21. A meeting in 
February, 1954, is planned for Dallas, 
Texas. 


Chairman C. V. Morey has been Meter 
Engineer for the Consolidated Edison 
Co. of New York, Inc., since 1951. He 
graduated from the Worcester Polytech- 
nic Institute in 1925 and joined the Meter 
Bureau of the United Electric Light & 
Power Co. before it merged with other 
companies to form Con Edison. Since 
joining the company, Mr. Morey has been 
engaged entirely in metering activities 
with the exception of three years spent 
in other departments in connection with 
the company’s executive development 
program. He was assistant meter engi- 
neer for 12 years prior to being advanced 
to his present position. 


Prime Movers Committee 

The Prime Movers Committee will 
continue to provide free interchange 
of information about the design, oper- 
ation, and maintenance of steam elec- 
trical stations, particularly regarding 
the higher-pressure, higher-tempera- 
ture stations of which so many have 
been built and placed in operation dur- 
ing the past two or three years. The 
chairman of the committee is W. L. 
CHADWICK of Southern California 
Edison Co., and the secretary, JOHN 
M. DRISCOLL of Consolidated Edison 
Co. of New York, Inc. Through its 11 
subcommittees, the committee will 
continue to assemble and distribute 
data resulting from subcommittee 
assignments. 

The round-table discussion, which 
has been so important a part of the 
committee’s past activities, will be 
carried on to present information on 
operating difficulties and their solu- 
tion and to answer specific questions 
raised by individual members as the 
result of experience on their particu- 
lar systems. Consideration of design 
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features, particularly as they reflect 
modern trends, will also be covered by 
discussion and detailed member pres- 
entation. HERMAN WEISBERG, Public 
Service Electric and Gas Co., will lead 
these discussions. 

Special subcommittees are now con- 
sidering two or three proposals for 
research, one of which would inquire 
into the characteristics of steam under 
high temperature and pressure and 
the possible effect on the formation of 
iron oxide in boilers and its deposition 
in various parts of the steam circuit. 
A report from the subcommittee is ex- 
pected at the next meeting. The com- 
mittee will also continue its study of 
station costs, station manning, feed- 
water, and other current problems. 

The committee’s first meeting will 
be held at the Statler Hotel in Detroit, 
Mich., on October 5-6. The second, as 
customary, will be held in conjunction 
with the annual meeting of ASME in 
New York later in November. 


Chairman W. L. CHADWICK is Vice 
President in Charge of Engineering and 
Construction, Southern California Edi- 
son Co. He received his education at 
the University of Redlands and has been 
with his company in various capacities 
since 1922, with the exception of six and 
one-half years between 1931 and 1937 
when he served with the Metropolitan 
Water District of Southern California. 
He has been a member of the EEI Prime 
Movers Committee since 1946 and, since 
1949, has served successively as round- 
table chairman and as secretary. 


Transmission and Distribution 
Committee 

The Transmission and Distribution 
Committee, under the chairmanship of 
J. W. ANDERSON, Philadelphia Elec- 
tric Co., will serve the electric indus- 
try under the same general principles 
and policies that have been found ef- 
fective by the committee in recent 
years. 

Outstanding among the problems 
facing transmission and distribution 
departments is the greatly expanded 
use of aluminum conductor at distri- 
bution voltages, necessitating direct 
electric connection with copper cir- 
cuits. Much remains to be learned 
about the economical design and use 
of accessory equipment and the Trans- 
mission and Distribution Committee, 
through its special subcommittee un- 
der the direction of F. W. MYERS of 
the Philadelphia Electric Co., is giv- 
ing this matter thorough study. 

Another special undertaking by the 
committee is the revision of the Un- 
derground Systems Reference Book, 


EDISON ELECTRIC INSTITUTE BULLETIN 





J. W. ANDERSON 


Chairman of the Transmission and 
Distribution Committee 


the previous edition of which was 
published in 1931. J. A. Pulsford, of 
the Public Service Electric and Gas 
Co., has accepted the post of editor- 
in-chief, and organization work is well 
under way. 

The impact of air conditioning. on 
power systems has received the com- 
mittee’s major attention, and undoubt- 
edly the coming year will see further 
emphasis given to problems related to 
power supply for this greatly expand- 
ing load. This subject will be handled 
by the General Engineering Group, of 
which W. M. PENNEY, Union Electric 
Co. of Missouri, is sponsor. His group 
will also report on other general engi- 
neering subjects of timely interest, 
including reports of system troubles 
and the effectiveness of various plans 
for service restoration following ma- 
jor storms. 

The Overhead Group, sponsored by 
M. H. PRATT, Niagara Mohawk Power 
Corp., will continue consideration of 
the problems involved in the use of 
aluminum conductor as well as the 
economical design and operation of 
overhead systems, with a view toward 
minimizing service outages resulting 
from major storms. 

D. C. HAWLEY, Kansas City Power 
& Light Co., will again serve as spon- 
sor of the Underground Group. Con- 
sideration of the economical design 
and operation of underground sys- 
tems, including protective and _ sec- 
tionalizing devices, will be continued. 

The Standards and Specifications 
Group, under the sponsorship of W. L. 
VEST, Western Massachusetts Electric 
Co., will continue with development 
of standards and specifications for 
materials used in the transmission 
and distribution system. This work 
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is a never-ending process involving the 
expenditure of considerable amounts 
of time by a large number of people, 
many of whom are not members of the 
Transmission and Distribution Com- 
mittee. 

The committee expects to place par- 
ticular emphasis on the subject of 
accident prevention. G. H. FIEDLER, 
Rochester Gas and Electric Corp., is 
sponsor of the Safety Group, and 
under his direction the committee will 
give attention to methods of incorpo- 
rating safety into plant design and 
operating practices. 

The usual schedule of three meet- 
ings will be retained during this year, 
the fall meeting to be held in Min- 
neapolis, Minn., early in October; the 
winter meeting in Cleveland, Ohio, in 
February; and the spring meeting in 
Chicago, Ill., in May. 

Chairman J. W. ANDERSON is General 
Superintendent of the Philadelphia Divi- 
sion, Transmission and Distribution De- 
partment, Philadelphia Electric Co. A 
graduate of the University of Delaware, 
he is a registered professional engineer 
in Pennsylvania. Joining Philadelphia 
Electric in 1922, he started with assign- 
ments in power plant and substation de- 
sign, eventually becoming engineer in 
charge of system planning in the Elec- 
trical Engineering Department. In the 
transmission and distribution operating 
organization since 1939, he has been in 
active charge of the Philadelphia Divi- 
sion since 1942. Mr. Anderson is a mem- 
ber of the AIEE, Franklin Institute, 
Engineer’s Club of Philadelphia, and was 
a member of the PEA T&D Committee 
before becoming chairman of the EEI 
group of the joint committee with 
ACRMA on locked rotor curents for room 
air conditioners. He also served as EEI 
group chairman of a joint EEI-NEMA- 
ACRMA-REMA committee on air condi- 
tioning and is now chairman of the 
power group of the Joint AEIC-EEI- 
NEMA Committee on Motor Starting 
Currents. 


EEI Publication 


Metallurgy and Piping, 1952 


EEI Pub. No. 52-13. A Report of the 
Metallurgy and Piping Subcommittee of 
the Prime Movers Committee, Edison 
Electric Institute. 28 pages. Price 80 
cents to members and their employees, 
$2.00 to nonmembers, $2.10 to foreign 
countries. 


This report discusses results of 
a questionnaire covering. current 
points of interest in piping design, 
such as pressure drop, cold spring- 
ing, and computing combined 
stresses, answered by members of 
the Prime Movers Committee. It is 
also concerned with operating ex- 
periences, piping problems, graph- 
itization, and new developments. 
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Setting Our Sights 


(Continued from page 365) 


ample, his taxable income is as much 
as $3,000, he must pay over 20 per 
cent in Federal taxes on the dividends 
received from his investment. 

In 1952, taxes took a total of $1,- 
227,000,000 from the revenues of 
power companies, which, of course, 
came originally from their customers. 
This approximately equaled the com- 
bined total of interest on long term 
debt, dividends paid, and earnings re- 
tained in the business. Dividends paid 
to preferred and common stockholders 
amounted to $709,000,000 compared 
with this $1,227,000,000 taken by 
taxes, and of that $709,000,000 of divi- 
dends it is estimated that about $200,- 
000,000 was, in turn, taken from these 
investors by Federal taxes on the in- 
vestors’ income, leaving to these in- 
vestors about $500,000,000. And, inci- 
dentally, in addition they may have to 
pay state taxes on these dividends. 

This double taxation of dividends, 
i.e., taxing the company before the 
dividend is paid and the stockholder 
after the dividend is paid, is discour- 
aging investment in American busi- 
ness and is placing a premium on tax- 
exempt government bonds. 

The chairman of the Institute’s Tax 
Committee also testified before the 
Ways and Means Committee on this 
matter. 


Interior Department Power Policy 


The Department of Interior recent- 
ly issued a statement of power policy 
which recognizes that private capital 
should have an opportunity to partici- 
pate in the development of water re- 
sources along with local government 
agencies and with the Federal govern- 
ment. Under this policy, the Federal 
government remains in the power bus- 
iness on a large scale and may expand 
its holdings but does back away from 
assuming full responsibility for the 
power supply of extensive river basins, 
a responsibility which, when backed 
by huge appropriations from the Fed- 
eral treasury, would inevitably lead 
to the- nationalization of power 
throughout the nation, a program zeal- 
ously promoted by the New Deal and 
the Fair Deal. The matter of TVA’s 
responsibility for power supply should 
be similarly resolved. 

The effect of the new policy will de- 
pend largely on interpretations by 


Federal department, bureau, and 
agency officials, and these interpreta- 
tions, in turn, are bound to reflect 
upon public sentiment in the areas 
where government power is being or 
would be supplied. The desire to ob- 
tain lower cost power at the expense 
of the Federal taxpayer may still enter 
strongly into each situation. 

Clearly, until the unfair tax and 
other discriminations against the cus- 
tomers of the power companies are 
removed by the Congress, the policy of 
the Interior Department cannot be im- 
portantly encouraging to the cus- 
tomers of private companies. Some 
of the unfairness, however, both to 
the Federal taxpayer and to our cus- 
tomers could be corrected if the 
Federal agencies sold power to their 
customers at prices to cover its true 
cost to the government and did not sell 
power partly at the expense of the tax- 
paver. 

If the tax laws are modified to treat 
both groups of customers alike and if 
the government bureaus and agencies 
are required to set their prices to 
cover the true costs of supplying 
power, the reduction in expense to the 
taxpayer of subsidizing the present 
large deficiency in government power 
prices will help reduce taxes and, in 
turn, reduce our costs in supplying 
service to our customers. 


Preferences Clauses 


Many of the acts of Congress such 
as the Reclamation Act of 1906, the 
Reclamation Act of 1939, the Bonne- 
ville Act of 1937, the Fort Peck Act 
of 1938, and the Flood Control Act of 
1944 provide for preference in the 
sale of electricity from governmental 
projects. This preference is called to 
the attention of the public in the re- 
cent statement of the Department of 
Interior relative to power policy. This 
preference is given to public bodies and 
cooperatives and is in turn reflected to 
their customers. These are acts of 
discrimination against the customers 
of private business, and Congress 
should eliminate these preferences so 
that customers of either private en- 
terprise, or governmental operations 
now subsidized by the taxpayer, will 
be treated alike. 

In conclusion, let us be ever mindful 
of our broad responsibilities to our 
customers, employees, and investors 
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and work faithfully in their interests. 
Let us exert our best efforts to solve 
these road blocks. However, they must 
be solved, as all such problems are 
solved, in the court of public opinion. 
Their solution will be made much 
easier and will come much more rapidly 
if we diligently keep our customers, 
employees, and investors advised as to 
these problems and inequities and how 
they will be benefited by their fair and 
proper solution or elimination. 


The Credit Picture 


(Continued from page 366) 


East South Central area has re- 
duced its deposits from 7,000 to 
4,000 in the past year. 

4. A large utility in the Pacific area 
has eliminated the requirement 
of a deposit to secure new domes- 
tic accounts. 

It is also interesting to note that 
the percentage of accounts secured 
by deposits ranges from a low of one 
per cent in the Pacific area to a high 
of 26 per cent in the West South Cen- 
tral area. The average for the entire 
United States is 5 per cent. 

Service disconnections for non-pay- 
ment, nation-wide, increased at the 
same rate as new customers. How- 
ever, the Middle Atlantic and East 
North Central areas reported de- 
creases, whereas substantial increases 
occurred in the South Atlantic, Moun- 
tain, and Pacific areas. The increases 
in charge offs were also greatest in 
the last named three areas. 

The upward trend in charge offs, 
which has been continuous for the 
past five years, is evident again for 
the first six months of 1953. How- 
ever, the percentage of increase for 
the country as a whole, 14.6 per cent, 
is considerably below the increase of 
21.5 per cent reported for the last six 
months of 1952. It is also encourag- 
ing to note that the New England 
area actually shows a decrease and 
that the West South Central area re- 
ports a negligible increase when com- 
pared with the growth in total sales. 

The last item in the graph and in 
the table, “Total Charge Off (Less 
Industrials) ,” does not completely re- 
flect the experience of the 75 utilities 
as only 31 utilities had these figures 
available. 
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Jubilee Plans Gain Momentum as Industry 
Prepares to Commemorate Electrical Progress 


lee are gaining momentum as 

utilities, manufacturers, and vari- 
ous other groups concerned with the 
production, distribution, and use of 
electricity prepare to commemorate 75 
years of rapid electrical progress since 
invention of the first practical incan- 
descent lamp by Thomas A. Edison. 


Pointing out that development of 
the lamp “lighted the way to the mod- 
ern electrical era,” Institute President 
Walter H. Sammis said recently that 
Light’s Diamond Jubilee in 1954 will 
give the electric industry “an extraor- 
dinary opportunity to bring home to 
the American people in an appropriate 
way the significance of electricity in 
their lives—now and in the future— 
and to put before them what individ- 
ual initiative and economic freedom 
mean in electrical achievement.” 


Pas for Light’s Diamond Jubi- 


A digest plan, accompanied by a 
participation questionnaire, was re- 
cently sent to light and power com- 
panies to acquaint them with con- 
templated Jubilee activities on both 
community and national levels. In 
addition, current progress in Jubilee 
planning has been revealed to the in- 
dustry through a report to the EEI 
President’s Conference and through 
the first copy of a Jubilee Newsletter 
which has been forwarded to organi- 
zations which have expressed interest 
in the event. 

Reviewing the history of Jubilee 
planning, Mr. Sammis said: 

“Recognizing the possibilities in- 
herent in the Jubilee, the EEI Board 
of Directors last fall asked a commit- 
tee of leading electrical industry ex- 
ecutives to develop a Jubilee program, 
based on observances of the Jubilee 
by electric light and power compa- 
nies, by manufacturers, and by other 
agencies of the electrical industry.” 

Composing the Light’s Diamond Ju- 
bilee Program Planning Committee, 
the group to which Mr. Sammis re- 
ferred, were George H. Blake, Presi- 
dent, Public Service Electric and Gas 
Co., as Chairman; B. L. England, 
President, Atlantic City Electric Co., 
and Past President, Edison Electric 
Institute; P. H. Powers, President, 


West Penn Power Co.; J. R. Whiting, 
President, Association of Edison 
Illuminating Companies, and Chair- 
man of the Board, Consumers Power 
Co.; Ralph J. Cordiner, President, 
General Electric Co.; and Gwilym A. 
Price, President, Westinghouse Elec- 
tric Corp. This group sparked the 
development of a plan, which was put 





The Jubilee Emblem 


together by the Light’s Diamond 
Jubilee Committee headed by Donald 
C. Luce, Vice President in Charge of 
Combined Operations, Public Service 
Electric and Gas Co. Members of the 
latter committee are representatives 
of electric utilities, manufacturers, 
and associations. 

Another group, the Electric Utili- 
ties Program Committee, accomplished 
much of the detail work in the plan’s 
development. Composing this group, 
for which the chairman is Ralph P. 
Wagner, Commercial Manager, Ni- 
agara Mohawk Power Corp., are ad- 
vertising, public relations, and sales 
people. Assisting them have _ been 
the Jubilee secretary and coordinator 
and N. W. Ayer & Son, the agency re- 
tained by Light’s Diamond Jubilee 
Committee. 

The Light’s Diamond Jubilee Spon- 
soring Committee, which will be the 
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top committee and which will be com- 
posed of outstanding figures in indus- 
try and public life, is now being or- 
ganized. Its membership will be an- 
nounced when completed. 

Celebrations of the Jubilee will be 
held on both the local and the national 
level, building to a climax in October, 
1954. Present plans call for local 
celebrations to be spearheaded by 
electric light and power companies, 
with the active support of the com- 
mittee. It is hoped that all com- 
munity Jubilee activities will be con- 
ducted with the cooperation of all 
possible community organizations, 
both electrical and non-electrical, and 
with local publicity on what electrical 
progress means to the average 
American. 

National Jubilee events, put on 
through the cooperation of all seg- 
ments of the electrical industry, and 
national jubilee publicity, report- 
ing on 75 years of electrical progress 
and on the industry’s future develop- 
ment, are being planned to give a 
background against which the com- 
munity Jubilee celebrations will have 
added meaning. 

A strong basic theme, which will 
be dramatized in the national events 
of Light’s Diamond Jubilee, will pro- 
vide a foundation for community 
Jubilee celebrations. This theme 
emphasizes that the incandescent 
lamp began the mass use of elec- 
tricity, that the growth of that use— 
fostered by free enterprise—was 
largely responsible for the develop- 
ment of our present standard of liv- 
ing, and that continued progress and 
new horizons promise a new era of 
electrical progress. 

The Jubilee’s theme is epitomized 
in a slogan and graphically repre- 
sented by an emblem, both of which 
can be used throughout all phases of 
the Jubilee celebration. The slogan 
for Light’s Diamond Jubilee is “Light 
for Freedom—Power for Progress.” 

One face of the Jubilee emblem, 
which was created by Bruno Mankow- 
ski, one of America’s foremost sculp- 
tors, shows Edison’s first incandescent 
lamp bulb held against the atomic 
symbol. The reverse of the emblem 
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gives the Jubilee slogan and a com- 
memorative statement on Edison’s 
achievements. 

Community celebrations of the Ju- 
bilee already are planned in some 450 
larger communities throughout the 
country. First of these will probably 
be that in Atlantic City where the 
simuitaneous celebration of Light’s 
Diamond Jubilee and the Atlantic City 
Centennial is scheduled to begin in 
June. 

Early in the summer, the commit- 
tee sent out a questionnaire to sound 
out the companies’ ideas about com- 
munity celebrations. To date, 113 of 
some 250 companies contacted have in- 
dicated they will participate in the 
Jubilee. The companies which have 
replied serve well over 20,060,000 cus- 
tomers, representing over 50 per cent 
of the population served by the in- 
vestor-owned electric utility industry. 
The number of participating compa- 
nies is expected to increase materially 
during the next few months. 

To assist in local celebrations, the 
committee is developing for distribu- 
tion a variety of materials and sug- 
gestions. The committee has reviewed 
a great number of suggestions for 
projects which may be undertaken in 
community observances. Here, in 
brief, are those which the committee 
deems to be most practical, economi- 
cal, and productive: lighting projects; 
display projects; projects involving 
audiences, such as speeches before 
community groups, exhibitions of mo- 
tion pictures, and television and radio 
programs; projects involving youth, 
such as essay contests and scholar- 
ships; projects involving company em- 
ployees; projects involving public par- 
ticipation, such as Jubilee contests in 
various fields, plant tours, and sou- 
venir distribution; advertising and 
publicity projects; and miscellaneous 
projects such as Jubilee “days” at 
fairs and conventions. 

In addition, the committee will pre- 
pare and produce certain materials as 
aids for community celebrations. These 
will be sold to the companies at prices 
that will reflect savings through mass 
production. 

A Jubilee Plan Book, to be distrib- 
uted in January, 1954, will list and 
describe these materials and give their 
prices and information about their 
procurement. It will also give detailed 
suggestions for community Jubilee 
projects, and how to work them out, 
and such other information about the 
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Jubilee as is available at the time it 
is written. 

Materials to be produced and made 
available to the companies include: 
Jubilee Fact Book for use as a source 
of information about electrical prog- 
ress; Jubilee booklet, suitable for gen- 
eral distribution; pattern newspaper 
releases; pattern TV spots; pattern 
radio spots; pattern speeches; photo- 
graphs; window display suggestions; 
glossy reproduction of the Jubilee em- 
blem; Jubilee medallion; Jubilee em- 
blem stickers; stories for employee 
Magazines; pass-out literature; Jubi- 
lee streamers; postage meter slug. 

Television film spots on the Jubilee 
and a 15-minute transcribed Jubilee 
radio program and transcribed radio 
spots are also being considered for 
production and sale to the companies. 

Arrangements will be made for the 
preparation and production of other 
Jubilee materials by outside organiza- 
tions. Among these materials are 
newspaper advertising mats, display 
materials, Jubilee pennants, car cards, 
bill board posters, and souvenirs. 

On a national level, publicity for 
Light’s Diamond Jubilee will report 
on Jubilee activities and on electrical 
progress of the past 75 years and of 
the foreseeable future. As a_back- 
ground for community celebrations, 
national publicity is a basic Jubilee 
activity. 

The committee, which will be re- 
sponsible for executing this national 
publicity program, desires that the 
light and power companies send it 
all materials which have possibilities 
for national publicity. 

Continual reports on the progress 
of Jubilee plans will be made to inter- 
ested groups within and outside of 
the industry through the Jubilee 
Newsletter, which has been designed 
to present all the information and 
ideas that the committee can gather 
about Jubilee activities. The first 
issue, published in September, con- 
tained a variety of Jubilee informa- 
tion including a list of companies 
which already have shown interest in 
local celebrations and the geographical 
distribution of the communities where 
these observances are contemplated. 

Inquiries regarding Jubilee partici- 
pation or suggestions for committee 
consideration may be directed to 
Prall Culviner, Light’s Diamond Ju- 
bilee Committee Secretary and Coor- 
dinator, Room 2650, 420 Lexington 
Avenue, New York 17, N. Y. 
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Life Insurance Company 
Investments in Public 


Utilities: $13 Billion 


HE nation’s life insurance compa- 

nies now have more than $13,000,- 
000,000 of their policy funds invested 
in public utility securities, and the 
earnings on behalf of policyholders 
from this investment now exceed 
$400,000,000 annually, according to 
the Institute of Life Insurance. 

“This extensive use of life insur- 
ance dollars to supply capital funds 
for the public utility plants of this 
continent serves as a two-way street,” 
Holgar J. Johnson, Institute Presi- 
dent, said in commenting on the fig- 
ures. “The public utilities of the 
United States have two-thirds of their 
funded debt with the life insurance 
companies. At the same time, the 
earnings on these investments help to 
defray the cost of insurance.” 

At mid-year, the total investment 
of all U. S. life insurance companies 
in public ‘utility securities was $13,- 
169,000,000, of which $11,907,000,000 
was in bonds and $869,000,000 in 
stocks, common or preferred, of U. 8. 
public utilities; and $393,000,000 was 
in the securities of foreign public util- 
ities, chiefly Canadian. These figures 
do not include the more than $250,- 
000,000 committed recently by the 
life insurance companies for helping 
to meet the capital needs of the Ohio 
Valley Electric Corporation. These 
funds are part of the financing for a 
new power plant to be built near 
Portsmouth, Ohio, to serve a new 
atomic diffusion plant near there. 

The life companies’ investment in 
public utility securities now averages 
about $150 per policyholder and ac- 
counts for more than one-sixth of the 
total assets of the life insurance busi- 
ness. 

Life insurance companies have been 
investing in public utility securities 
for more than 80 years. Over 30 years 
ago, these investments already ac- 
counted for a large share of the capi- 
tal fund requirements of the utilities. 
But in dollar terms the great expan- 
sion has been in the years since the 
end of World War II. The life insur- 
ance investment in utilities has risen 
more than $7,000,000,000 since 1945. 





From Life Insurance News Data, is- 
sued by Institute of Life Insurance. 
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Personnel of EEI Committees 


for 1953-1954. 


Appointments to the Edison Electric Institute Committees for the Administrative Year 
1953-1954 have been announced by Walter H. Sammis, President of the Institute. 
Personnel of the committees are listed on the following pages. 


ACCOUNTING DIVISION 
EXECUTIVE COMMITTEE 


Chairman, W. D. VIRTUE, Public Ser- 
vice Co. of Colorado, Denver, Colo. 

Vice Chairman, O. K. BoybD, Consoli- 
dated Gas Electric Light and Power 
Co. of Baltimore, Baltimore, Md. 


N. J. AMBROSE, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

G. L. ANDRUS, New Orleans Public 
Service Inc., New Orleans, La. 

C. J. BERNER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. L. BoDIE, Arkansas Power & Light 
Co., Little Rock, Ark. 

H. W. Boozer, Georgia Power Co., At- 
lanta, Ga. 

G. J. BRETT, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

L. D. BRUMIT, Florida Power. Corp., 
St. Petersburg, Fla. 

OTTO BRUNENMEISTER, JR., Ohio Edi- 
son Co., Akron, Ohio. 

C. L. CARR, Potomac Electric Power 
Co., Washington, D. C. 

L. F. CHAMBERS, Northern States 
Power Co., Minneapolis, Minn. 

J. V. CLEARY, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

I’. W. CooPER, Public Service Electric 
and Gas Co., Newark, N. J. 

A. E. CRAIG, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

R. B. CURRAN, The Hartford Electric 
Light Co., Hartford, Conn. 

J. U. DIEHL, Pennsylvania Water & 
Power Co., Baltimore, Md. 

T. C. EICKMEYER, The Dayton Power 
and Light Co., Dayton, Ohio. 

J. D. ELLIOTT, The Detroit Edison Co., 
Detroit, Mich. 

H. C. FLECK, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

C. E. GIESEKER, The Washington 
Water Power Co., Spokane, Wash. 
W. T. HAMILTON, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 

Ohio. 


Accoun ting Division 


E. H. HEGMANN, Duquesne Light Co., 
Pittsburgh, Pa. 

G. F. HIGGINS, The Detroit Edison 
Co., Detroit, Mich. 

EK. W. HODGES, Pacific Gas and Electric 
Co., San Francisco, Calif. 

R. W. HoGG, Atlantic City Electric 
Co., Atlantic City, N. J. 

E. J. HOWE, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

R. H. JONES, Utah Power & Light Co., 
Salt Lake City, Utah. 

R. P. KAESSHAEFER, The West Penn 
Electric Co. (Inc.), New York, N. Y. 

C. W. KELSEY, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

J. W. KLUBERG, Consumers Power Co., 
Jackson, Mich. 

L. M. LAPORTE, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

P. R. LAWSON, Pennsylvania Electric 
Co., Johnstown, Pa. 

R. F. LINEHAN, Pioneer Service & 
Engineering Co., Chicago, Ill. 

E. A. LUHMAN, Indiana & Michigan 
Electric Co., Fort Wayne, Ind. 

F. H. MARKLEY, Pennsylvania Power 
& Light Co., Allentown, Pa. 

E. W. MOREHOUSE, General Public 
Utilities Corp., New York, N. Y. 

R. A. OLSON, Kansas City Power & 
Light Co., Kansas City, Mo. 

WALTER OTT, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

C. E. PICHLER, Southern California 
Edison Co., Los Angeles, Calif. 

F. J. PORTER, JR., Consolidated Edison 
Co. of New York, Inc., Brooklyn, 
Ns. % 

S. E. RATCLIFFE, Virginia Electric and 
Power Co., Richmond, Va. 

L. E. REYNOLDS, The Connecticut 
Light & Power Co., Berlin, Conn. 
C. N. RICE, JR., Northern States 

Power Co., Minneapolis, Minn. 

NEILL RICHARDS, Kansas Gas and 
Electric Co., Wichita, Kan. 

F. W. RoGeERs, Texas Electric Service 
Co., Fort Worth, Texas. 
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E. E. ROLL, The Detroit Edison Co., 
Detroit, Mich. 

J. G. Ross, Rochester Gas and Electric 
Corp., Rochester, N. Y. 

H. H. SCAFF, Ebasco Services Inc., 
New York, N. Y. 

S. J. SCHIML, The Dayton Power and 
Light Co., Dayton, Ohio. 

W. C. SCHOEPPE, Florida Power Corp., 
St. Peterbsurg, Fla. 

H. E. SIMPSON, Florida Power & 
Light Co., Miami, Fla. 

A. R. ST. BERNARD, The Cleveland 
Electric Hluminating Co., Cleveland, 
Ohio. 

A. P. THOMPSON, Iowa Power and 
Light Co., Des Moines, Iowa. 

R. B. TULPIN, Central Illinois Public 
Service Co., Springfield, IIl. 

R. D. WHITE, Union Electric Co. of 
Missouri, St. Louis, Mo. 

G. R. WOoEHLER, Southern Indiana 
Gas and Electric Co., Evansville, 
Ind. 

A. R. Woop, The United Illuminating 
Co., New Haven, Conn. 


APPLICATION OF ACCOUNTING 
PRINCIPLES COMMITTEE 


Chairman, J. W. Kluberg, Consumers 
Power Co., Jackson, Mich. 


OTTO BRUNENMEISTER, JR., Ohio Edi- 
son Co., Akron, Ohio. 

R. R. FORTUNE, Pennsylvania Power 
& Light Co., Allentown, Pa. 

L. C. PROVENCHER, The Detroit Edi- 
son Co., Detroit, Mich. 

E. TODER, Consolidated Edison Co. of 
New York, Inc., New York, N. Y. 


CUSTOMER ACTIVITIES GROUP 


Coordinator, J. GORDON Ross, Roch- 
ester Gas and Electric Corp., Roch- 
ester, N. Y. 


Customer Accounting Committee 


Chairman, G. F. HIGGINS, The Detroit 
Edison Co., Detroit, Mich. 
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Vice Chairman, S. A. COLE, New York 
State Electric & Gas Corp., Ithaca, 
mM. ¥. 

W. F. AMMANN, The Toledo Edison 
Co., Toledo, Ohio. 

D. M. ARNOLD, Pennsylvania Power 
Co., New Castle, Pa. 

W. E. BALDWIN, Alabama Power Co., 
Birmingham, Ala. 

W. F. BENE, Boston Edison Co., Bos- 
ton, Mass. 

P. J. BRAHENEY, Northern States 
Power Co., Minneapolis, Minn. 

H. C. BULLION, The Detroit Edison 
Co., Detroit, Mich. 

J. F. COMEFORD, Philadelphia Electric 
Co., Philadelphia, Pa. 

R. D. DAvis, The Ohio Power Co., 
Newark, Ohio. 

E. R. EBERLE, Public Service Electric 
and Gas Co., Newark, N. J. 

A. F. ELDER, The Washington Water 
Power Co., Spokane, Wash. 

E. A. FLETCHER, Potomac Electric 
Power Co., Washington, D. C. 

J. M. GASQUE, South Carolina Electric 
& Gas Co., Columbia, 8S. C. 

A. E. GERLAUGH, The Dayton Power 
and Light Co., Dayton, Ohio. 

G. J. GLUCK, Ohio Edison Co., Akron, 
Ohio. 

W. W. HALL, Ebasco Services Inc., 
New York, N. Y. 

J. R. HEEXY, The United Illuminating 
Co., New Haven, Conn. 

J, O. HILL, New England Power Ser- 
vice Co., Boston, Mass. 

R. O. JACKSON, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

E. H. JOHNSMEYER, Idaho Power Co., 
Boise, Idaho, 

C. L. KASTEN, Pacific Gas and Electric 
Co., San Francisco, Calif. 

W. A. KELLY, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

R. A. Krauss, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
G. A. KUNZ, Consolidated Edison Co. 

of New York, Inc., New York, N. Y. 

R. E. LINDNER, Central Illinois Public 
Service Co., Springfield, II. 

J. C. LUCHSINGER, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 

J. W. MACKIE, Delaware Power & 
Light Co., Wilmington, Del. 

JACK MANSELL, Dallas Power & Light 
Co., Dallas, Texas. 

E. H. MARTINSON, Ebasco Services 
Inc., New York, N. Y. 

D. A. MCCULLOUGH, Kentucky Utili- 
ties Co., Lexington, Ky. 
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J. T. McKay, New Orleans Public 
Service Inc., New Orleans, La. 

G. E. MINISTER, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 

C. M. MONSON, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

F. G. MOON, Public Service Co. of 
Colorado, Denver, Colo. 

C. H. OLSON, Duquesne Light Co., 
Pittsburgh, Pa. 

J. J. PROKOP, Wisconsin Power and 
Light Co., Madison, Wis. 

C. E. REITZEL, Duquesne Light Co., 
Pittsburgh, Pa. 

W. F. ROWE, Long Island Lighting 
Co., Mineola, N. Y. 

R. G. SCHNEIDER, Virginia Electric 
and Power Co., Richmond, Va. 

H. F. SCHUSTER, The Kansas Power 
and Light Co., Topeka, Kan. 

L. J. SCULLY, Union Electric Co. of 
Missouri, St. Louis, Mo. 

W. R. SEIDEL, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

C. T. SHERBONDY, Central Illinois Elec- 
tric and Gas Co., Rockford, Il. 

F. E. SMITH, Boston Edison Co., Bos- 
ton, Mass. 

GERALD SPECKHARD, Consumers Power 
Co., Jackson, Mich. 

J. C. STEWART, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

A. C. VENCE, Atlantic City Electric 
Co., Atlantic City, N. J. 

H. E. WAGNER, Public Service Electric 
and Gas Co., Jersey City, N. J. 

C. J. WARDELL, Commonwelath Ser- 
vices Inc., Jackson, Mich. 

J. A. WILLIAMS, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

A. B. WILSON, Georgia Power Co., 
Atlanta, Ga. 

M. F. YOUNG, The Connecticut Light 
& Power Co., Berlin, Conn. 

R. C. YOUNG, American Gas and Elec- 
tric Service Corp., New York, N. Y. 


Customer Collections Committee 


Chairman, T. C. EICKMEYER, The Day- 
ton Power and Light Co., Dayton, 
Ohio. 

Vice Chairman, A. H. MAYER, Consoli- 
dated Edison Co. of New York, Inc., 
New York, N. Y. 


K. D. ADAMS, Kentucky Utilities Co., 
Lexington, Ky. 

R. V. BOWES, Philadelphia Electric 
Co., Philadelphia, Pa. 

A. L. CODE, Southern California Edi- 
son Co., Los Angeles, Calif. 
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H. M. CuRREY, Niagara Mohawk 
Power Corp., Albany, N. Y. 

F. J. FLom, The Detroit Edison Co., 
Detroit, Mich. 

OTIS GERKE, Wisconsin Power and 
Light Co., Madison, Wis. 

L. J. HAMILTON, Consumers Power 
Co., Jackson, Mich. 

J. E. HEVRON, New Orleans Public 
Service Inc., New Orleans, La. 

A. F. HuBER, Indiana & Michigan 
Electric Co., South Bend, Ind. 

H. B. HUEBER, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

E. H. JOHNSMEYER, Idaho Power Co., 
Boise, Idaho. 

E. P. KNAPP, Potomac Electric Power 
Co., Washington, D. C. 

J. L. KOSTENBAUDER, Luzerne Electric 
& Gas Division-UGI, Kingston, Pa. 

F. L. MULLETT, Boston Edison Co., 
Boston, Mass. 

F. U. NAYLOR, Pacific Gas and Electric 
Co., San Francisco, Calif. 

R. T. SCHATZ, The Washington Water 
Power Co., Spokane, Wash. 

H. F. SCHUSTER, The Kansas Power 
and Light Co., Topeka, Kan. 

W. E. TRAVIS, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
A. C. VENCE, Atlantic City Electric 

Co., Atlantic City, N. J. 

R. E. WALDO, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 

R. B. WILLIAMS, The Toledo Edison 
Co., Toledo, Ohio. 

G. A. WILSON, Public Service Electric 
and Gas Co., Newark, N. J. 


Customer Relations Committee 


Chairman, C. J. BERNER, Wisconsin 
Electric Power Co., Milwaukee, Wis. 
Vice Chairman, T. J. PETERSON, The 
Detroit Edison Co., Detroit, Mich. 


K. V. ARNOLD, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 

R. W. BROWN, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

H. V. BussBy, Southern California Edi- 
son Co., Los Angeles, Calif. 

J. F. EHLEN, Central Illinois Light 
Co., Peoria, IIl. 

J. C. Faris, Union Electric Co. of 
Missouri, St. Louis, Mo. 

W. H. FERGUSON, Duquesne Light Co., 
Pittsburgh, Pa. 

H. R. FLANEGAN, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

R. W. Hurp, West Penn Power Co., 
Pittsburgh, Pa. 
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KIMBALL JACK, The Washington 
Water Power Co., Spokane, Wash. 

M. G. KENNEDY, Ebasco Services Inc., 
New York, N. Y. 

C. E. LEwIs, JR., Kansas City Power 
& Light Co., Kansas City, Mo. 

H. F. MARTIN, Long Island Lighting 
Co., Mineola, N. Y. 

B. J. MCMILLEN, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 

H. R. Potts, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

F. B. RANKIN, Public Service Co. of 
Colorado, Denver, Colo. 

GLENN Ray, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

H. F. ScHUSTER, The Kansas Power 
and Light Co., Topeka, Kan. 

C. T. SHOCH, Pennsylvania Power & 
Light Co., Allentown, Pa. 

G. E. SMITH, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

G. L. STANTON, Idaho Power Co., 
Boise, Idaho. 

L. STOECKER, Public Service Electric 
and Gas Co., Newark, N. J. 

L. M. TAYLOR, Mississippi Power & 
Light Co., Jackson, Miss. 

R. B. TRITTON, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
O. R. WILLIAMSON, Kentucky Utilities 

Co., Lexington, Ky. 


GENERAL ACTIVITIES GROUP 


Coordinator, E. E. ROLL, The Detroit 
Edison Co., Detroit, Mich. 


Depreciation Accounting 


Committee 


Chairman, C. N. RICE, JR., Northern 
States Power Co., Minneapolis, 
Minn. 

Vice Chairman, P. K. READ, New York 
State Electric & Gas Corp., Ithaca, 
NX. 


ALEX. E. BAUHAN, Public Service 
Electric and Gas Co., Newark, N. J. 

J. F. BRENNAN, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

W.H. CAUNT, JR., Public Service Elec- 
tric and Gas Co., Newark, N. J. 

WETMORE DAWES, Commonwealth Ser- 
vices Inc., New York, N. Y. 

FRED ECKSTEIN, New Orleans Public 
Service Inc., New Orleans, La. 

R. M. GINN, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
M. J. GONZALEZ, Consolidated Edison 
Co. of New York, Inc., New York, 

N.Y. 
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ALFRED GRUHL, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. W. HUMMER, Iowa Power & Light 
Co., Des Moines, Iowa. 

P. H. JEYNES, Public Service Electric 
and Gas Co., Newark, N. J. 

A. H. KUHN, Pioneer Service & Engi- 
neering Co., Chicago, Ill. 

G. T. LOGAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. B. MADIGAN, The Hartford Electric 
Light Co., Hartford, Conn. 

A. G. MAIHOFER, The Detroit Edison 
Co., Detroit, Mich. 

BARNARD MORSE, Southern California 
Edison Co., Los Angeles, Calif. 

H. E. MorTIMER, Gulf States Utilities 
Co., Beaumont, Texas. 

S. S. NEWCOMB, The United Illumi- 
nating Co., New Haven, Conn. 

W. J. NoIcoT, West Penn Power Co., 
Pittsburgh, Pa. 

L. C. PURSELL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

J. J. REILLY, Ebasco Services Inc., 
New York, N. Y. 

L. W. ROBINSON, Consumers Power 
Co., Jackson, Mich. 

M. B. ROMEISER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

O. E. SMITH, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

J. P. TYRRELL, Boston Edison Co., 
Boston, Mass. 

H. R. WHITON, Virginia Electric and 
Power Co., Richmond, Va. 

J. H. WILEY, Idaho Power Co., Boise, 
Idaho. 

L. E. WORLEY, Southern Services, Inc., 
Birmingham, Ala. 


General Accounting Committee 


Chairman, A. R. ST. BERNARD, The 
Cleveland Electric Illuminating Co., 
Cleveland, Ohio. 

Vice Chairman, C. T. DWIGHT, The 
Hartford Electric Light Co., Hart- 
ford, Conn. 


A. L. ADAMS, Monongahela Power Co., 
Fairmont, W. Va. 
N. J. AMBROSE, Stone & Webster Ser- 
vice Corp., New York, N. Y. 
L. C. BELL, Duquesne Light Co., Pitts- 
burgh, Pa. 
R. F. BOLDING, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
J. W. BONIFIELD, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

T. P. BooTH, Long Island Lighting 
Co., Mineola, N. Y. 


Page 383 


C. E. BrRocKWAyY, Potomac Electric 
Power Co., Washington, D. C. 

J. P. BROMLEY, Consumers Power Co., 
Jackson, Mich. 

J. G. CADBY, Wisconsin Electric Power 
Co., Milwaukee, Wis. 

R. B. CARPENTER, Carolina Power & 
Light Co., Raleigh, N. C. 

A. L. CLARK, Virginia Electric and 
Power Co., Richmond, Va. 

J. V. COLLEY, The Dayton Power and 
Light Co., Dayton, Ohio. 

G. R. Cook, Central Illinois Public 
Service Co., Springfield, Ill. 

M. J. DOAN, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

F. E. DRAPALIK, Union Electric Co. 
of Missouri, St. Louis, Mo. 

W. C. EDMUND, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa. 

E. J. EMBERSON, Union Electric Co. of 
Missouri, St. Louis, Mo. 

A. T. EMMONS, West Penn Power Co., 
Pittsburgh, Pa. 

J. F. FARLEY, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

H. A. FINLEY, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

FRANK FREER, JR., Public Service Elec- 
tric and Gas Co., Newark, N. J. 

P. H. GADSDEN, JR., Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

W. M. GAMBLE, Delaware Power & 
Light Co., Wilmington, Del. 
C. A. GORANSON, The Connecticut 
Light & Power Co., Berlin, Conn. 
S. T. GRADY, Georgia Power Co., At- 
lanta, Ga. 

W. E. GRINTER, Consumers Power Co., 
Jackson, Mich. 

C. R. GRISWOLD, The United Ilumi- 
nating Co., New Haven, Conn. 

W. H. HARRISON, JR., Texas Electric 
Service Co., Fort Worth, Texas. 

A. W. HATCH, Ebasco Services Inc., 
New York, N. Y. 

E. H. HEGMANN, Duquesne Light Co., 
Pittsburgh, Pa. 

J. A. HENNESSY, Northern States 
Power Co., Minneapolis, Minn. 

W. L. HOWENSTINE, Potomac E ectric 
Power Co., Washington, D. C. 

M. M. ILCH, Idaho Power Co., Boise, 
Idaho. 

G. F. JONES, Potomac Electric Power 
Co., Washington, D. C. 

R. M. KELMON, 
Boston, Mass. 

ALLEN KENYON, The West Penn Elec- 
tric Co. (Inc), New York, N. Y. 

R. C. Kip, Atlantic City Electric Co., 
Atlantic City, N. J. 

F. J. LABANCA, New Orleans Public 
Service Inc., New Orleans, La. 


3oston Edison Co., 
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R. O. LINVILLE, Kansas City Power & 
Light Co., Kansas City, Mo. 

E. E. MATTHEWS, Public Service Co. 
of Colorado, Denver, Colo. 

J. H. McIsAac, The Detroit Edison 
Co., Detroit, Mich. 

P. C. MILLER, Pacific Gas and Electric 
Co., San Francisco, Calif. 

C. F. MILLs, Philadelphia Electric Co., 
Philadelphia, Pa. 

H. W. NICHOLS, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

S. D. PITZER, Central Illinois Public 
Service Co., Springfield, Il. 

R. J. PLOURDE, The Detroit Edison Co., 
Detroit, Mich. 

P. J. Potts, Union Electric Co. of Mis- 
souri, St. Louis, Mo. 

T. R. SALM, Pacific Gas and Electric 
Co., San Francisco, Calif. 

B. H. SHERRY, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

A. G. SHOGREN, Northern States 
Power Co., Minneapolis, Minn. 

E. ToDER, Consolidated Edison Co. of 
New York, Inc., New York, N. Y. 
H. S. WEATHERBY, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. P. WILLIAMSON, The Toledo Edison 
Co., Toledo, Ohio. 

G. R. WOEHLER, Southern Indiana Gas 
and Electric Co., Evansville, Ind. 
W. C. YOUNG, Public Service Electric 

and Gas Co., Newark, N. J. 


Internal Auditing Committee 


Chairman, L. D. BRUMIT, Florida 
Power Corp., St. Petersburg, Fla. 
Vice Chairman, G. G. BECHER, The 
Dayton Power and Light Co., Day- 

ton, Ohio. 


B. L. ALLEY, Boston Edison Co., Bos- 
ton, Mass. 

F. E. ATKINSON, Arkansas-Missouri 
Power Co., Blytheville, Ark. 

C. B. BRADSHAW, Southern California 
Edison Co., Los Angeles, Calif. 

A. L. BURGESS, Northern States Power 
Co., Minneapolis, Minn. 

J. J. COOKE, New Orleans Public Ser- 
vice Inc., New Orleans, La. 

R. R. DARNER, Northwestern Public 
Service Co., Huron, S. D. 

BIRON GANSER, Philadelphia Electric 
Co., Philadelphia, Pa. 

A. J. GREGORY, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

N. L. KENNEDY, Central Illinois Elec- 
tric and Gas Co., Rockford, III. 

R. E. KERNS, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 
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E. A. LADD, Ohio Edison Co., Akron, 
Ohio. 

J. C. MEYERS, Union Electric Co. of 
Missouri, St. Louis, Mo. 
R. J. MorRIs, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 
C. J. NICHOLS, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

J. T. OWENS, JR., Florida Power & 
Light Co., Miami, Fla. 

E. J. ROSAZZA, The United Illuminat- 
ing Co., New Haven, Conn. 

A. RUSSAK, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

S. E. SANTOS, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

J. B. SCHMID, Long Island Lighting 
Co., Mineola, N. Y. 

ANTON STEVEN, West Penn Power Co., 
Pittsburgh, Pa. 

H. R. SYMES, The Detroit Edison Co., 
Detroit, Mich. 

R. E. TATE, Kansas Gas and Electric 
Co., Wichita, Kan. 

R. B. TRITTON, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 


Plant Accounting and Records 


Committee 


Chairman, C. W. KELSEY, New York 
State Electric & Gas Corp., Ithaca, 
PY. 

Vice Chairman, F. W. Ross, Pennsyl- 
vania Power & Light Co., Allen- 
town, Pa. 


D. J. BEAUDET, Pacific Gas and Elec- 
tric Co.; San Francisco, Calif. 

H. T. BUCHANAN, Carolina Power & 
Light Co., Raleigh, N. C. 

S. H. CADy, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

J. H. COMPTON, The United Illuminat- 
ing Co., New Haven, Conn. 

t. C. CRAVENS, Kansas City Power & 
Light Co., Kansas City, Mo. 

A. L. DAVIES, West Penn Power Co., 
Pittsburgh, Pa. 

F. E. DRAPALIK, Union Electric Co. of 
Missouri, St. Louis, Mo. 

J. W. DUNGAN, The Toledo Edison 
Co., Toledo, Ohio. 

W. H. GIFFORD, Potomac Electric 
Power Co., Washington, D. C. 

JOHN HANNA, Public Service Electric 
and Gas Co., Newark, N. J. 

C. G. HARKINS, Northern States Power 
Co., Minneapolis, Minn. 

A. C. HERRON, Florida Power Corp., 
St. Petersburg, Fla. 

E. G. HERY, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 
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G. M. HEss, Pennsylvania Electric Co., 
Johnstown, Pa. 

C. A. MCKENNA, Wisconsin Public 
Service Corp., Green Bay, Wis. 

A. J. MCNULTY, Boston Edison Co., 
Boston, Mass. 

G. F. OEHMKE, The Detroit Edison 
Co., Detroit, Mich. 

R. T. PENTECOST, Georgia Power Co., 
Atlanta, Ga. 

L. W. ROBINSON, Consumers Power 
Co., Jackson, Mich. 

M. B. ROMEISER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

J. D. ROTH, Duquesne Light Co., Pitts- 
burgh, Pa. 

M. L. RUGLESS, Southern California 
Edison Co., Los Angeles, Calif. 

W. M. SELLERS, Virginia Electric and 
Power Co., Richmond, Va. 

J. L. SUNDAY, Philadelphia Electric 
Co., Philadelphia, Pa. 

D. L. WETZEL, Pennsylvania Water & 
Power Co., Baltimore, Md. 

P. J. WOLFF, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 


Taxation Accounting Committee 


Chairman, S. J. SCHIML, The Dayton 
Power and Light Co., Dayton, Ohio. 

Vice Chairman, C. A. PALMGREN, JR., 
New Orleans Public Service Inc., 
New Orleans, La. 


W.S. ALT, Union Electric Co. of Mis- 
souri, St. Louis, Mo. 

J. W. BALET, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

E. M. BARRETT, Long Island Lighting 
Co., Mineola, N. Y. 

J. F. BRENNAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

W. G. CHRISTIE, General Public Util- 
ities Corp., New York, N. Y. 

A. M. CLEMENT, Virginia Electric and 
Power Co., Richmond, Va. 

G. J. COVALT, The West Penn Electric 
Co. (Inc.), New York, N. Y. 

H. B. DARDEN, Monongahela Power 
Co., Fairmont, W. Va. 

H. G. DERNBERGER, American Gas and 
Electric Service Corp., New York, 
is ee a 

R. M. Dopps, Ebasco Services Ine, 
New York, N. Y. 

P. W. EPPERLEIN, Consolidated Edison 
Co. of New York, Inc., New York, 
i. ne a 

M. R. FERRER, Southern Services, Inc., 
Birmingham, Ala. 

T. J. FLANAGAN, New England Power 
Service Co., Boston, Mass. 
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C. E. GLEASON, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

W. E. Gray, Kentucky Utilities Co., 
Lexington, Ky. 

J. F. HALTEMAN, Ohio Edison Co., 
Akron, Ohio. 

J. M. HARKINS, Duquesne Light Co., 
Pittsburgh, Pa. 

Rk. A. HEIMANN, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 

H. M. HoBson, Public Service Electric 
and Gas Co., Newark, N. J. 

T. F. HOLTHAM, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

H. S. HOWARD, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

T. E. HURNS, The Detroit Edison Co., 
Detroit, Mich. 

W. L. LOWE, Middle West Service Co., 
Chicago, TIl. 


COMMERCIAL DIVISION 
GENERAL COMMITTEE 


Chairman, J. R. HARTMAN, The Cin- 
cinnati Gas & Electric Co., Cincin- 
nati, Ohio. 

Vice Chairman, MAXWELL COLE, Phila- 
delphia Electric Co., Philadelphia 
Pa: 

Vice Chairman, R. J. MILLER, The 
Cleveland Electric Illuminating Co., 
Cleveland, Ohio. 

Vice Chairman, S. S. SANSBURY, Union 
Electric Co. of Missouri, St. Louis, 
Mo. 

Vice Chairman, E. D. SMITH, The 
Dayton Power and Light Co., Day- 
ton, Ohio. 

Vice Chairman, J. M. STEDMAN, Penn- 
sylvania Power & Light Co., Allen- 
town, Pa. 


M. C. ALBRITTAIN, Consolidated Gas 
Electric Light and Power Co. of 
Baltimore, Baltimore, Md. 

J. S. BARTLETT, Potomac Electric 
Power Co., Washington, D. C. 

C. T. BREMICKER, Northern States 
Power Co., Minneapolis, Minn. 

P. D. Brooks, Ebasco Services Inc., 
New York, N. Y. 

F. A. COMPTON, The Detroit Edison 
Co., Detroit, Mich. 

B. M. DAvis, Mississippi Power & 
Light Co., Jackson, Miss. 
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E. E. MATTHEWS, Public Service Co. 
of Colorado, Denver, Colo. 

O. L. K. McCKIBBEN, West Penn Power 
Co., Pittsburgh, Pa. 

A. C. MCMENIMEN, Boston Edison Co., 
Boston, Mass. 

L. H. MITCHELL, Delaware Power & 
Light Co., Wilmington, Del. 

R. C. MOORE, Potomac Electric Power 
Co., Washington, D. C. 

W. R. MORAN, The Toledo Edison Co., 
Toledo, Ohio. 

T. F. O’BRIEN, Ebasco Services Inc., 
New York, N. Y. 

W. L. PAYNE, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

J. G. REESE, Houston Lighting & 
Power Co., Houston, Texas. 

G. E. RICHARD, Gulf States Utilities 
Co., Beaumont, Texas. 


Commercial Division 


D. M. DEBARD, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

H. E. DEXTER, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
a a 

O. R. DOERR, Pacific Gas and Electric 
Co., San Francisco, Calif. 

S. L. DrumMM, New Orleans Public 
Service Inc., New Orleans, La. 

C. L. DUNN, Ohio Edison Co., Akron, 
Ohio. 

E. C. EASTER, Alabama Power Co., 
Birmingham, Ala. 

R. G. Evy, The Connecticut Light & 
Power Co., Berlin, Conn. 

F. I. FAIRMAN, Kentucky Utilities Co., 
Lexington, Ky. 

T. B. Fercuson, Texas Power & 
Light Co., Dallas, Texas. 

T. D. FULFoRD. Virginia Electric and 
Power Co., Richmond, Va. 

R. A. Gipson, The Hartford Electric 
Light Co., Hartford, Conn. 

C. A. HARRISON, The Toledo Edison 
Co., Toledo, Ohio. 

R. C. HIENTON, The Cleveland Elec- 


tric Illuminating Co., Cleveland, 
Ohio. 
KIMBALL JACK, The Washington 


Water Power Co., Spokane, Wash. 
C. D. LAWRENCE, New England Power 
Service Co., Boston, Mass. 
C. H. LEATHAM, Monongahela Power 
Co., Fairmont, W. Va. 
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E. J. Rook, Iowa-Illinois Gas and Elec- 
tric Co., Davenport, lowa. 

C. B. Rosser, Kansas City Power & 
Light Co., Kansas City, Mo. 

L. F. SCHOLLEY, The Cleveland Elec- 
tric Illuminating Co., Cleveland, O. 

L. E. SLADE, Iowa Power and Light 
Co., Des Moines, Iowa. 

L. J. STROMBERG, Northern States 
Power Co., Minneapolis, Minn. 

C. J. TRUDEAU, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

R. J. VAN Ess, Consumers Power Co., 
Jackson, Mich. 

J. R. WEGER, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

J. E. WILLIAMS, Cambridge Electric 
Light Co., Cambridge, Mass. 

C. E. YorRK, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 


A. T. LITTLEFIELD, Central 
Power Co., Augusta, Maine. 

T. O. McQUISTON, Metropolitan Edi- 
son Co., Reading, Pa. 

G. W. OUSLER, Duquesne Light Co., 
Pittsburgh, Pa. 

B. L. PALM, Central Illinois Public 
Service Co., Springfield, Ill. 

HARRY RESTOFSKI, West Penn Power 
Co., Pittsburgh, Pa. 

W. T. RICHARDS, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

H. S. RICHMOND, Consumers Power 
Co., Jackson, Mich. 

J. T. SCHILLING, Iowa Power and 
Light Co., Des Moines, Iowa. 

M. E. SKINNER, Union Electric Co. of 
Missouri, St. Louis, Mo. 

E. A. STEINBUEHLER, Consolidated 
Edison Co. of New York, Inc., New 
York, N.. Y. 

H. P. J. STEINMETZ, Public Service 
Electric and Gas Co., Newark, N. J. 

J. B. TAyLor, Atlantic City Electric 
Co., Atlantic City, N. J. 

EDWIN VENNARD, Middle West Ser- 
vice Co., Chicago, Il. 

R. P. WAGNER, Niagara Mohawk 
Power Corp., Albany, N. Y. 

W. H. WAGNER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

C. M. WALLACE, JR., Georgia Power 
Co., Atlanta, Ga. 

G. E. WHITWELL, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 


Maine 
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COMMERCIAL SALES SECTION 


Chairman, S. S. SANSBURY, Union 
Electric Co. of Missouri, St. Louis, 
Mo. 


Commercial Cooking and Water 


Heating Committee 


Chairman, E. P. WERLEY, Pennsyl- 
vania Power & Light Co., Allen- 
town, Pa. 


C. E. ANDERSON, Virginia Electric 
and Power Co., Charlottesville, Va. 

H. M. BLACKBURN, Potomac Electric 
Power Co., Washington, D. C. 

G. W. BRITTON, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

C. R. BROADHEAD, The Narragansett 
Electric Co., Providence, R. I. 

A. C. BRODEUR, JR., Western Massa- 
chusetts Electric Co., Springfield, 
Mass. 

L. T. CALE, Alabama Power Co., Bir- 
mingham, Ala. 

H. E. CARNEY, The Toledo Edison Co., 
Toledo, Ohio. 

S. 8S. Cox, The Detroit Edison Cu., De- 
troit, Mich. 

A. R. HAMPSEY, JR., Duquesne Light 
Co., Pittsburgh, Pa. 

E. B. HASKELL, The United Illuminat- 
ing Co., New Haven, Conn. 

H. E. KING, West Penn Power Co., 
Pittsburgh, Pa. 

O. R. MONROE, Southern California 
Edison Co., Los Angeles, Calif. 

R. C. PFLUG, Wisconsin Power and 
Light Co., Madison, Wis. 

B. E. PLOWMAN, The Washington 
Water Power Co., Spokane, Wash. 
J. H. RIcH, Philadelphia Electric Co., 

Philadelphia, Pa. 

F. G. SMITH, Mississippi Power & 
Light Co., Jackson, Miss. 

R. W. STEWART, New York State 
Electric & Gas Corp., Binghamton, 
N.. ¥. 

C. E. SPEROW, Ohio Edison Co., Akron, 
Ohio. 

J. C. ZEILER, Indiana & Michigan 
Electric Co., Fort Wayne, Ind. 


Commercial Electric Space Heating 
and Air Conditioning Committee 
Chairman, J. C. MurTHA, Consoli- 


dated Edison Co. cf New York, Inc., 
New York, N. Y. 
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PAUL BAUMBLATT, The Detroit Edison 
Co., Detroit, Mich. 

Ross Brown, Indianapolis Power & 
Light Co., Indianapoils, Ind. 

R. I. BULL, The Ohio Power Co., Can- 
ton, Ohio. 

J. L. READING, Texas Power & Light 
Co., Dallas, Texas. 

HUGH ROBERTS, Alabama Power Co., 
Birmingham, Ala. 

L. R. WEAVER, Philadelphia Electric 
Co., Philadelphia, Pa. 


Commercial Lighting Committee 


Chairman, R. W. BUTTS, Ohio Edison 
Co., Akron, Ohio. 


M. J. BARTH, Wheeling Electric Co., 
Wheeling, W. Va. 

R. K. BEAR, Kansas Gas & Electric 
Co., Wichita, Kan. 

J. L. CAMPBELL, New Orleans Public 
Service Inc., New Orleans, La. 

E. M. CHELLEW, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

C. D. HOLLISTER, Niagara Mohawk 
Power Corp., Albany, N. Y. 

H. R. JONES, West Penn Power Co., 
Pittsburgh, Pa. 

WAYNE KUNDE, Duquesne Light Co., 
Pittsburgh, Pa. 

H. P. LANG, Monongahela Power Co., 
Fairmont, W. Va. 

H. A. LAWRENCE, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

S. F. MACLEAN, The United Iluminat- 
ing Co., New Haven, Conn. 

W. P. McPHERSON, Carolina Power & 
Light Co., Raleigh, N. C. 

CLIFFORD MILLER, Consolidated Edison 
Co. of New York, Inc., New York, 
ni. 

A. W. SMITH, Ebasco Services Inc., 
New York, N. Y. 

W. A. STANNARD, Consumers Power 
Co., Jackson, Mich. 

L. E. TAYLER, The Detro't Edison Co., 
Detroit, Mich. 

L. C. TWICHELL, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. S. WALSH, Pacific Gas and Electric 
Co., San Francisco, Calif. 


Market Development and Electrical 
Applications Committee 
Chairman, C. M. WALLACE, JR., Geor- 

gia Power Co., Atlanta, Ga. 


C. B. BARRON, Gulf States Utilities 
Co., Beaumont, Texas. 
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C. E. Borpers, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

PAUL GIBSON, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

J. R. GRuIDROZ, New Orleans Public 
Service Inc., New Orleans, La. 

J. W. HAYNES, New Jersey Power & 
Light Co., Dover, N. J. 

A. T. HESTER, Potomac Electric Power 
Co., Washington, D. C. 

GEORGE SPURBECK, Minnesota Power 
& Light Co., Duluth, Minn. 

H. M. WALNE, Dallas Power & Light 
Co., Dallas, Texas. 


FARM SECTION 


Chairman, E. D. SMITH, The Dayton 
Power and Light Co., Dayton, Ohio. 


Agricultural Development 


Committee 


Chairman, Bup S. Moss, Georgia 


Power Co., Atlanta, Ga. 


W. L. BAKER, JR., Alabama Power Co., 
sirmingham, Ala. 

G. A. BALES, Texas Electric Service 
Co., Fort Worth, Texas. 

H. F. Barton, St. Joseph Light & 
Power Co., St. Joseph, Mo. 

L. B. CARNEY, Niagara Mohawk 
Power Corp., Albany, N. Y. 

C. F. CHUNGLO, Western Massachu- 
setts Electric Co., Springfield, Mass. 

J. L. COPEMAN, Monongahela Power 
Co., Fairmont, W. Va. 

H. M. Gripsps, Texas Power & Light 
Co., Dallas, Texas. 

E. J. GILDEHAUS, Union Electric Co. of 
Missouri, St. Louis, Mo. 

J. F. Hitt, Ohio Edison Co., Spring- 
field, Ohio. 

F. G. MACKANESS, Portland General 
Electric Co., Portland, Ore. 

E. A. OLSON, Idaho Power Co., Boise, 
Idaho. 


H. O. ROBERTS, JR., Central Power 
and Light Co., Corpus Christi, 
Texas. 

W. E. SAWDON, Delaware Power & 


Light Co., Wilmington, Del. 

C. P. SPELLMAN, Virginia Electric and 
Power Co., Richmond, Va. 

E. G. STAHL, Pacific Gas and Electric 
Co., San Francisco, Calif. 

R. L. THOMPSON, JR., Carolina Power 
& Light Co., Wilmington, N. C. 





Oct 


Fa 
Ch 


Ch 





1953 


r & 


lec- 
alti- 


iblic 
r & 
wer 
ywer 


ight 


yton 
Yhio. 


yrgia 


hGo., 
rvice 
ht & 
hawk 
achu- 
Mass. 
ower 
Light 
Co. of 
oring- 
eneral 
Boise, 


Power 
hristi, 


ver & 
‘ic and 
lectric 


Power 


C. 





October, 1953 


Farm Sales Promotion Committee 


Chairman, L. H. HAMMOND, New York 
State Electric & Gas Corp., Bing- 
hamton, N. Y. 


J. C. CAHILL, The Detroit Edison Co., 
Detroit, Mich. 


R. K. DERRY, The Ohio Power Co., 
Carfton, Ohio. 

W. E. Gross, Pennsylvania Power Co., 
New Castle, Pa. 


R. T. JONES, Pennsylvania Power & 
Light Co., Allentown, Pa. 


Ross MAUNEY, Arkansas Power & 
Light Co., Little Rock, Ark. 


E. A. PALMBERG, The Kansas Power 
and Light Co., Topeka, Kan. 

A. E. SCHWARZ, Ebasco Services Inc., 
New York, N. Y. 


Farm Utilization Committee 

Chairman, M. O. WHITHED, Atlantic 
City Electric Co., Atlantic City, 
N. ao. 


W. T. ACKERMAN, The Connecticut 
Light & Power Co., Berlin, Conn. 
F. R. BAILEY, Central Maine Power 
Co., Augusta, Maine. 

A. B. BARFIELD, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

STANLEY BIDLACK, Philadelphia Elec- 
tric Co., Coatesville, Pa. 

J. L. BURGAN, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

OscaR HAAG, Northwestern Public 
Service Co., Huron, S. D. 

R. G. HARVEY, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

IE. R. HEAcOcCK, Central Illinois Pub- 
lic Service Co., Springfield, Ill. 

W. F. HUTCHINS, West Penn Power 
Co., Pittsburgh, Pa. 

R. E. JOHNSON, The Toledo Edison 
Co., Toledo, Ohio. 

W. B. KENNEDY, Central Illinois Light 
Co., Peoria, IIl. 

P. A. KINSEY, Metropolitan Edison 
Co., Reading, Pa. 

W. R. KOLLMAYR, New Jersey Power 
& Light Co., Dover, N. J. 

A. G. MAYER, The Washington Water 
Power Co., Spokane, Wash. 

E. R. McEWEN, Public Service Co. of 
Colorado, Denver, Colo. 

E. R. Murpuy, Kentucky Utilities Co., 
Lexington, Ky. 

M. B. PENN, Alabama Power Co., 
Birmingham, Ala. 
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A. A. PFINGSTEN, Wisconsin Public 
Service Corp., Green Bay, Wis. 
ODIN WILHELMY, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 


Rural Youth Committee 


Chairman, A. H. GRAY, JR., South- 
western Gas and Electric Co., 
Shreveport, La. 


W.L.BENEDITZ, Northern States Power 
Co., Minneapolis, Minn. 

C. A. BRADFORD, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

H. J. GALLAGHER, Consumers Power 
Co., Jackson, Mich. 

LAMOYNE GOODWIN, Gulf States Utili- 
ties Co., Beaumont, Texas. 
C. E. JEERINGS, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
M. H. LLoyp, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

A. J. RHODES, Louisiana Power & 
Light Co., New Orleans, La. 

F. L. RIMBACH, New England Power 
Service Co., Worcester, Mass. 


INDUSTRIAL POWER AND 
HEATING SECTION 


Chairman, MAXWELL COLE, Philadel- 
phia Electric Co., Philadelphia, Pa. 


Competitive Service Committee 
Chairman, P. W. McCorMIck, Union 


Electric Co. of Missouri, St. Louis, 
Mo. 


WALTER ANKROM, The Ohio Power 
Co., Canton, Ohio. 

P. W. EMLER, American Gas and 
Electric Service Corp., New York, 
N.. ¥. 

J. H. GuMzZ, Pacific Gas and Electric 
Co., San Francisco, Calif. 

T. D. HOSKINS, Louisiana Power & 
Light Co., New Orleans, La. 

L. F. KIELSMEIER, Ohio Edison Co., 
Akron, Ohio. 

DUANE LANDON, St. Joseph Light & 
Power Co., St. Joseph, Mo. 

H. C. LeEVoIs, Gulf States Utilities 
Co., Beaumont, Texas. 

W. PAUL LYMAN, Carolina Power & 
Light Co., Raleigh, N. C. 

G. A. NAY, Monongahela Power Co., 
Fairmont, W. Va. 

C. H. Purdy, Consumers Power Co., 
Jackson, Mich. 
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General Power and Heating 
Committee 


Chairman, F. E. WIATT, The Cincin- 
nati Gas & Electric Co., Cincinnati, 
Ohio. 


J. H. AHRENS, The Hartford Electric 
Light Co., Hartford, Conn. 

B. R. ASKEW, Georgia Power Co., At- 
lanta, Ga. 

R. W. BASCHNAGEL, Rochester Gas 
and Electric Corp., Rochester, N. Y. 

G. R. BLack, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

W. B. CAMPBELL, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

B. B. DRAGSTREM, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

G. E. DUERR, West Penn Power Co., 
Pittsburgh, Pa. 
L. P. FRIES, New York State Electric 
& Gas Corp., Binghamton, N. Y. 
F. R. KNIpP, The Dayton Power and 
Light Co., Dayton, Ohio. 

L. J. LAMBERGER, Duquesne Light 
Co., Pittsburgh, Pa. 

S. A. Moore, Public Service Electric 
and Gas Co., Newark, N. J. 

L. C. RoE, Atlantic City Electric Co., 
Atlantic City, N. J. 

A. D. SPILLMAN, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

C. H. L. THOMPSON, The Toledo Edi- 
son Co., Toledo, Ohio. 

E. A. WILSON, Alabama Power Co., 
Birmingham, Ala. 

R. W. WYMAN, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 


Industrial Sales Methods and 


Development Committee 


Chairman, G. S. YOUNG, Kansas City 
Power & Light Co., Kansas City, 
Mo. 


G. M. ALLEN, The Detroit Edison Co., 
Detroit, Mich. 

J. H. COATES, Ebasco Services Inc., 
New York, N. Y. 

S. F. DIFFENDERFER, Pennsylvania 
Power & Light Co., Allentown, Pa. 

P. W. EMLER, American Gas and 
Electric Service Corp., New York, 
N.Y. 

P. D. LAWRENCE, Virginia Electric 
and Power Co., Richmond, Va. 

H. J. MAHLE, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

H. W. MEMMOTT, The Connecticut 
Light & Power Co., Berlin, Conn. 
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J. F. Morton, New Orleans Public 
Service Inc., New Orleans, La. 

C. H. Purpy, Consumers Power Co., 
Jackson, Mich. 

T. L. VAN LAw, Southern California 
Edison Co., Los Angeles, Calif. 
W. D. WILKINSON, New England 
Power Service Co., Boston, Mass. 


RESIDENTIAL SECTION 


Chairman, R. J. MILLER, The Cleve- 
land Electric Illuminating Co., 
Cleveland, Ohio. 


Dealer Coordination Committee 


Chairman, W. S. BASCOM, Union Elec- 
tric Co. of Missouri, St. Louis, Mo. 


W. T. ACKLEY, Ohio Edison Co., Ak- 
ron, Ohio. 

C. W. AILSTOCK, Florida Power Corp., 
St. Petersburg, Fla. 

T. G. ALLAN, West Penn Power Co., 
Pittsburgh, Pa. 

E. N. AVEGNO, New Orleans Public 
Service Inc., New Orleans, La. 

W. N. BRANSON, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

C. A. Byron, The Connecticut Light 
& Power Co., Berlin, Conn. 

P. W. EVANS, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

R. W. GRAHAM, Alabama Power Co., 
Birmingham, Ala. 

J. M. HOLLINGSWorRTH, Iowa-lllinois 
Gas and Electric Co., Davenport, 
Iowa. 

J. T. JONES, The Empire District 
Electric Co., Joplin, Mo. 

R. R. LAMAR, Portland General Elec- 
tric Co., Portland, Ore. 

W. E. LIND, Pacific Gas and Electric 
Co., San Francisco, Calif. 

T. L. Lossy, Northern States Power 
Co., Minneapolis, Minn. 

R. G. MUNROE, Public Service Co. of 
Colorado, Denver, Colo. 

M. R. NorTON, Wisconsin Power and 
Light Co., Madison, Wis. 

L. H. SHAFF, Arizona Public Service 
Co., Phoenix, Ariz. 

FRED STAACKE, Houston Lighting & 
Power Co., Houston, Texas. 

P. E. THOMAS, Rochester Gas and 
Electric Corp., Canandaigua, N. Y. 

J. R. Waters, Monongahela Power 
Co., Fairmont, W. Va. 


Home Service Committee 


Chairman, Mrs. HARRIET G. WEST, 
Indianapolis Power & Light Co., 
Indianapolis, Ind. 
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Miss ANNA BINES, Texas Electric 
Service Co., Fort Worth, Texas. 
Mrs. MARIQUITA DYGERT, The Detroit 

Edison Co., Detroit, Mich. 

MISS MARGUERITE FENNER, Pacific 
Gas and Electric Co., San Francisco, 
Calif. 

Miss JANE GRAU, Duquesne Light Co., 
Pittsburgh, Pa. 

MIss EVELYN HANSEN, Utah Power 
& Light Co., Salt Lake City, Utah. 

Miss EDITH HITCHCOCK, Alabama 
Power Co., Birmingham, Ala. 

Miss RUTH D. KRuUGER, Arizona Pub- 
lic Service Co., Phoenix, Ariz. 

Mrs. MILDRED LESSENICH, Wisconsin 
Electric Power Co., Milwaukee, Wis. 

Miss J. PHYLLIS OWEN, Virginia 
Electric and Power Co., Richmond, 
Va. 

Miss ELIZABETH PARKER, 
Power Co., Atlanta, Ga. 
MISS MARGARET SCHNEIDER, Wheeling 

Electric Co., Wheeling, W. Va. 

Miss RUTH SHANK, Union Electric 
Co. of Missouri, St. Louis, Mo. 

Miss EDNA A. STEPHANY, Pennsyl- 
vania Power & Light Co., Allen- 
town, Pa. 

Mrs. LETHA M. STRONG, Kansas City 
Power & Light Co., Kansas City, 
Mo. 

Mrs. AMY THOMPSON, Florida Power 
Corp., St. Petersburg, Fla. 

MIss VALENTINE THORSON, Northern 
States Power Co., 
Minn. 

Miss EMMA MAURICE TIGHE, Boston 
Edison Co., Boston, Mass. 

Miss MAry E. TURNER, Potomac Elec- 
tric Power Co., Washington, D. C. 

MIss ELIZABETH WILLIAMS, Mononga- 
hela Power Co., Fairmont, W. Va. 


Georgia 


Minneapolis, 


Market Research Committee 


Chairman, GEORGE L. LAHODNY, The 
Detroit Edison Co., Detroit, Mich. 


R. V. BAUER, Ebasco Services Inc., 
New York, N. Y. 
A. J. BAZELEY, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
J. N. ENGEL, West Penn Power Co., 
Pittsburgh, Pa. 

G. A. GRUEN, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

t. I. MENDES, Pacific Gas and Electric 
Co., San Francisco, Calif. 

M. A. O’MALLEY, New England Power 
Service Co., Boston, Mass. 

E. A. SNYDER, American Gas and Elec- 
tric Service Corp., New York, N. Y. 
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Residential Promotion Committee 


Chairman, H. H. BRENAN, Pennsy)- 
vania Power & Light Co., Allen- 
town, Pa. 


D. E. BooTEs, The Dayton Power and 
Light Co., Dayton, Ohio. 

J. P. Brown, Alabama Power Co., 
Birmingham, Ala. 

J. F. Burt, Western Massachusetts 
Electric Co., Pittsfield, Mass. 

W. L. BYRNE, Ebasco Services Inc., 
New York, N. Y. 

H. F. Carr, Consolidated Gas Electric 
Light and Power Co. of Baltimore, 
Baltimore, Md. 

WILL T. CLARK, The Cleveland Elec- 


tric Illuminating Co., Cleveland, 
Ohio. 
R. L. Cok, Union Electric Co. of 


Missouri, St. Louis, Mo. 

S. A. COXHEAD, Central Illinois Elec- 
tric and Gas Co., Rockford, Ill. 

R. B. DENHARDT, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
N.Y. 

I. C. Dixon, Atlantie City Electric Co., 
Atlantic City, N. J. ‘ 

E. H. GARDINER, JR., Texas Power & 
Light Co., Dallas, Texas. 

J. J. GORMAN, Philadelphia Electric 
Co., Philadelphia, Pa: 

C. W. HAGGARD, Kentucky Utilities 
Co., Lexington, Ky. 

R. W. HELLER, Duquesne Light Co., 
Pittsburgh, Pa. 

H. G. Huey, Northern States Power 
Co., Minneapolis, Minn. 

E. J. HURLEY, The Detroit Edison Co., 
Detroit, Mich. 

K. M. LARUE, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

J. E. MUELLER, West Penn Power Co., 
Pittsburgh, Pa. 

F. C. PESvEYC, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

J. S. C. Ross, Pacific Gas and Electric 
Co., San Francisco, Calif. 

J. H. K. SHANNAHAN, Indiana & Mich- 
igan Electric Co., Fort Wayne, Ind. 

B. F. SHIELDS, Potomac Electric 
Power Co., Washington, D. C. 

C. J. SINNOTT, New Orleans Public 
Service Inc., New Orleans, La. 

R. W. SMITH, Metropolitan Edison 
Co., Reading, Pa. 

J.G. SNYDER, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

H. A. STROUD, Monongahela Power 
Co., Fairmont, W. Va. 

H. J. WILSON, Georgia Power Co., At- 
lanta, Ga. 
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SPECIAL SERVICE SECTION 


Chairman, J. M. STEDMAN, Pennsyl- 
vania Power & Light Co., Allen- 
town, Pa. 


Sales Personnel and Training 


Committee 


Chairman, J. C. MELTON, Potomac 
Electric Power Co., Washington, 
DC; 


E. T. BREWER, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

M. G. KENNEDY, Ebasco Services Inc., 
New York, N. Y. 

L. D. KNEEN, Northern States Power 
Co., Minneapolis, Minn. 

R. T. MAZZUCCHI, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

J. S.C. Ross, Pacific Gas and Electric 
Co., San Francisco, Calif. 

E. F. SHIELDS, New England Power 
Service Co., Boston, Mass. 

G. J. STEFFEN, Union Electric Co. of 
Missouri, St. Louis, Mo. 

G. W. THOMAS, Public Service Co. of 
Colorado, Denver, Colo. 

D. S. VALDEN, The Connecticut Light 
& Power Co., Berlin, Conn. 


ENGINEERING DIVISION 
GENERAL COMMITTEE 


Chairman, E. H. SNYDER, Public Ser- 
vice Electric and Gas Co.,- Newark, 
N. J. 

Secretary, H. E. KENT, Edison Elec- 
tric Institute, 420 Lexington Ave., 
New York 17, N. Y. 


E. 8. BUNDY, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

P. H. CHASE, Philadelphia Electric 
Co., Philadelphia, Pa. 

L. E. CooK, Texas Power & Light Co., 
Dallas, Texas. 

E. W. DILLARD, New England Power 
Service Co., Boston, Mass. 

WALTER DREYER, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

J. H. Foote; Commonwealth Services 
Inc., Jackson, Mich. 

C. W. FRANKLIN, Consolidated Edison 
Co. of New York, Inc., New York, 
ae Ge 
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G. W. WARNER, Consumers Power Co., 
Jackson, Mich. 


Street Lighting Committee 


Chairman, T. M. Barr, Central Hud- 
son Gas & Electric Corp., Pough- 
keepsie, N. Y. 


J. D. BLYTHE, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

R. B. BROWN, Boston Edison Co., 
Boston, Mass. 

J. R. BRucH, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
H. F. CARROLL, Pennsylvania Power 

& Light Co., Allentown, Pa. 
H. H. Goss, New York State Electric 
& Gas Corp., Binghamton, N. Y. 
R. M. Hoot, Philadelphia Electric Co., 
Philadelphia, Pa. 

L. T. JOHNSON, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

G. E. KORTEN, Consumers Power Co., 
Jackson, Mich. 

L. H. LINGEMANN, Duquesne Light 
Co., Pittsburgh, Pa. 

J. H. MuRRAH, Georgia Power Co., 
Atlanta, Ga. 

W. A. F. PYLE, Delaware Power & 
Light Co., Wilmington, Del. 

G. A. TROSPER, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 


EL, ngineering Division 


EK. L. HouUGH, Union Electric Co. of 
Missouri, St. Louis, Mo. 

C. F. JOHN, Wisconsin Electric Power 
Co., Milwaukee, Wis. 

H. A. KAMMER, American Gas and 
Electric Service Corp., New York, 
mM. X: 

H. L. MELVIN, Ebasco Services Inc., 
New York, N. Y. 

A. L. PENNIMAN, JR., Consolidated 
Gas Electric Light and Power Co. 
of Baltimore, Baltimore, Md. 

H. P. SEELYE, The Detroit Edison Co., 
Detroit, Mich. 

B. VAN NESS, JR., Pennsylvania Water 
& Power Co., Baltimore, Md. 


ELECTRICAL EQUIPMENT 
COMMITTEE 

Chairman, A. M. DEBELLIS, Consoli- 
dated Edison Co. of New York, Inc., 
New York, N. Y. 

Secretary, A. T. HIGGINS, Edison Elec- 
tric Institute, 420 Lexington Ave., 
New York 17, N. Y. 
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G. G. WHEELER, Northern 
Power Co., Minneapolis, Minn. 


States 


Wiring and Specifications 
Committee 


Chairman, W. R. MILBy, The Detroit 
Edison Co., Detroit, Mich. 


W. H. ABRAHAM, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

E. B. BRANT, Florida Power Corp., 
St. Petersburg, Fla. 

H. A. BROWN, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

H. K. KELLER, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

F. F. McCoy, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. G. MCKEARIN, Western Massachu- 
setts Electric Co., Springfield, Mass. 

J. M. Mooney, Louisiana Power & 
Light Co., New Orleans, La. 

H. C. Rice, Southern California Edi- 
son Co., Los Angeles, Calif. 

A. A. ROEBKE, Public Service Co. of 
Colorado, Denver, Colo. 

F. E. SANFORD, Commonwealth Ser- 
vices Inc., Jackson, Mich. 

R. W. WILSON, Kentucky Utilities Co., 
Lexington, Ky. 


C. W. ANTHONY, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
J. W. ASMANN, The Cincinnati Gas & 

Electric Co., Cincinnati, Ohio. 

HARRIS BARBER, New England Power 
Service Co., Boston, Mass. 

C. E. BAUGH, Pacific Gas and Electric 
Co., San Francisco, Calif. 

F. T. BEAR, Delaware Power & Light 
Co., Wilmington, Del. 

J. W. BENNETT, Western Massachu- 
setts Electric Co., Springfield, Mass. 

J. S. BROWN, Duquesne Light Co., 
Pittsburgh, Pa. 

F. W. Buck, The United Illuminating 
Co., New Haven, Conn. 

FRED CAMPBELL, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 

W. E. CAVEN, Atlantic City Electric 
Co., Atlantic City, N. J. 

O. E. CHARLTON, Southern Services, 
Inc., Birmingham, Ala. 

P. S. CoLBy, Carolina Power & Light 
Co., Raleigh, N. C. 
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C. A. CORNEY, Boston Edison Co., Bos- 
ton, Mass. 

R. P. CRIPPEN, Ebasco International 
Corp., New York, N. Y. 

H. E. DEARDORFF, The Dayton Power 
and Light Co., Dayton, Ohio. 

L. K. DEL’HOMME, Houston Lighting 
& Power Co., Houston, Texas. 

W. J. DEMAURIAC, Philadelphia Elec- 
trie Co., Philadelphia, Pa. 

C. L. DERRICK, The Hartford Electric 
Light Co., Hartford, Conn. 

E. F. DeTurRK, Long Island Lighting 
Co., Mineola, N. Y. 

E. F. DISSMEYER, Ohio Edison Co., 
Akron, Ohio. 

E. B. DOESCHER, Northern States 
Power Co., Minneapolis, Minn. 

G. P. FALLON, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

C. C. FARRELL, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. E. FIFE, West Penn Power Co., 
Pittsburgh, Pa. 

W. B. FISK, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

J. H. FooTe, Commonwealth Services 
Inc., Jackson, Mich. 

L. R. GAMBLE, The Washington Water 
Power Co., Spokane, Wash. 

J. M. GEIGER, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

L. J. GILL, Pennsylvania 
Light Co., Hazleton, Pa. 

A. C. GOHLKE, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 

J. R. GRONQUIST, Monongahela Power 
Co., Fairmont, W. Va. 

W. E. GUNDLACH, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

S. C. HOOVER, Ohio Edison Co., Akron, 
Ohio. 

C. T. HUGHES, The Connecticut Light 
& Power Co., Berlin, Conn. 

L. F. HUNT, Southern California Edi- 
son Co., Los Angeles, Calif. 

J.C. JONES, Pacific Power & Light Co., 
Portiand, Ore. 

E. J. KARSTEN, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

H. J. KLUMB, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

W. H. LAMBERT, Pennsylvania Elec- 
tric Co., Johnstown, Pa. 

F. A. LANE, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

J. P. LEwWIs, The Connecticut Power 
Co., Hartford, Conn. 

C. M. LYTLE, Kansas City Power & 
Light Co., Kansas City, Mo. 

R. G. MEYERAND, Union Electric Co. 
of Missouri, St. Louis, Mo. 


Power & 
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E. F. MILLER, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa. 

C. A. MOLSBERRY, Central Illinois 
Electric and Gas Co., Rockford, Ill. 

R. E. NEIDIG, Metropolitan Edison Co., 
Reading, Pa. 

C. F. PAULUS, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
N. C. PEARCY, Pioneer Service & En- 

gineering Co., Chicago, IIl. 

R. M. PENNYPACKER, Philadelphia 
Electric Co., Philadelphia, Pa. 

R. E. PIERCE, Ebasco Services Inc., 
New York, N. Y. 

G. M. POLLARD, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

F. M. PORTER, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

G. L. RHODES, New Orleans Public 
Service Inc., New Orleans, La. 

L. M. ROBERTSON, Public Service Co. 
of Colorado, Denver, Colo. 

H. F. ROEMPKE, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

R. J. SALSBURY, Duquesne Light Co., 
Pittsburgh, Pa. 

S. O. SCHAMBERGER, Niagara Mohawk 
Power Corp., Albany, N. Y. 

T. J. SCHEERER, Wisconsin Power and 
Light Co., Madison, Wis. 

L. R. Scott, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

L. E. SMITH, The Toledo Edison Co., 
Toledo, Ohio. 

R. N. SOUTHGATE, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

J. SPENGLER, Illinois Power Co., De- 
catur, Il. 

L. E. STEERE, JR., Potomac Electric 
Power Co., Washington, D. C. 

H. E. STITES, Central Illinois Publie 
Service Co., Springfield, Ill. 

J. R. STOVER, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

H. T. SUTCLIFFE, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

G. M. TATUM, Virginia Electric and 
Power Co., Richmond, Va. 

D. W. TAYLOR, Public Service Electric 
and Gas Co., Newark, N. J. 

S. C. TOWNSEND, Pennsylvania Power 
& Light Co., Allentown, Pa. 

J. H. VIVIAN, Southern California 
Edison Co., Los Angeles, Calif. 

W. F. WETMORE, The Detroit Edison 
Co., Detroit, Mich. 

R. W. WILBRAHAM, United Engineers 
& Constructors Inc., Philadelphia, 
Pa. 

R. R. WISNER, Stone & Webster En- 
gineering Corp., Boston, Mass. 
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J. Q. Wray, JR., Pennsylvania Water 
& Power Co., Baltimore, Md. 


HYDRAULIC POWER 
COMMITTEE 


Chairman, P. M. HEss, Pennsylvania 
Water & Power Co., Lancaster, Pa. 

Secretary, G. E. WATKINS, Edison 
Electric Institute, 420 Lexington 
Ave., New York 17, N. Y. 


L. M. ABRAHAMSON, Wisconsin Power 
and Light Co., Madison, Wis. 

B. B. Brown, Virginia Electric and 
Power Co., Richmond, Va. 

L. B. CARD, Public Service Co. of 
Colorado, Denver, Colo. 

H. H. COCHRANE, The Montana Power 
Co., Butte, Mont. 

E. H. CoLLins, The Washington Water 
Power Co., Spokane, Wash. 

T. J. CORWIN, JR., Pacific Gas and 
Electric Co., San Francisco, Calif. 
E. A. CRELLIN, Pacific Gas and Elec- 

tric Co., San Francisco, Calif. 

G. F. CrRowkE, New England Power 
Service Co., Boston, Mass. 

A. V. DIENHART, Northern 
Power Co., Minneapolis, Minn. 

C. H. GETCHELL, Western Massachu- 
setts Electric Co., Springfield, Mass. 

E. S. HARRISON, Georgia Power Co., 
Atlanta, Ga. 

M. J. HRONCICH, American Gas and 
Electric Service Corp., New York, 
N.. ¥. 

WM. JENNINGS, Utah Power & Light 
Co., Salt Lake City, Utah. 

A. T. LARNED, Ebasco Services Inc., 
New York, N. Y. 

>. M. LEFEVER, The Susquehanna Elec- 
tric Co., Conowingo, Md. 

SORBETT MCLEAN, Pacific 
Light Co., Portland, Ore. 

2. P. MORTELL, Puget Sound Power & 
Light Co., Seattle, Wash. 

L. R. Scott, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

G. R. STRANDBERG, Stone & Webster 
tngineering Corp., Boston, Mass. 

E. B. StTrowGer, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

R. VAN VLIET, Pennsylvania Power 
& Light Co., Allentown, Pa. 

G. J. VENCILL, Union Electric Co. of 
Missouri, St. Louis, Mo. 

R. A. WALTON, Philadelphia Electric 
Co., Philadelphia, Pa. 

S. WEHNER, Pioneer Service & En- 
gineering Co., Chicago, II. 
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A. C. WERDEN, JR., Southern Califor- 
nia Edison Co., Los Angeles, Calif. 

N. F. WILLIAMS, Southern Services, 
Inc., Birmingham, Ala. 

E. A. WOODHEAD, Idaho Power Co., 
Boise, Idaho. 

P. H. YELTON, California Electric 
Power Co., Riverside, Calif. 


METER AND SERVICE 
COMMITTEE 


Chairman, C. V. MoreEY, Consolidated 
Edison Co. of New York, Inc., New 
York, N. Y. 

Secretary, A. T. HIGGINS, Edison 
Electric Institute, 420 Lexington 
Ave., New York 17, N. Y. 


FRED AUSTIN, Public Service Co. of 
New Hampshire, Manchester, N. H. 

L. J. BECKWITH, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

H. W. BERNING, Central Illinois Public 
Service Co., Springfield, Ill. 

L. S. BERRY, Central Illinois Electric 
and Gas Co., Rockford, III. 

E. J. Brown, Atlantic City Electric 
Co., Atlantic City, N. J. 

H. A. BROWN, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

S. K. BRown, Potomac Electric Power 
Co., Washington, D. C. 

J. E. BURNEY, Alabama Power Co., 
Birmingham, Ala. 

A. B. CRAIG, Boston Edison Co., Bos- 
ton, Mass. 

S. J. DELUCA, Delaware Power & Light 
Co., Wilmington, Del. 

E. E. DIEHL, The Toledo Edison Co., 
Toledo, Ohio. 

C. L. DRUMMOND, Georgia Power Co., 
Atlanta, Ga. 

P. A. ESCHHOLZ, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

W. H. FARRINGTON, Texas Electric 
Service Co., Fort Worth, Texas. 

K. S. FIELD, Ebasco Services Inc., 
New York, N. Y. 

G. W. GERELL, Union Electric Co. of 
Missouri, St. Louis, Mo. 

M. M. Grapy, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

F. L. J. HAMMERLE, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

E. B. Hicks, Carolina Power & Light 
Co., Raleigh, N. C. 

E. P. Hopces, Public Service Co. of 
Colorado, Denver, Colo. 

C. G. HOLLER, Mississippi Power & 
Light Co., Jackson, Miss. 

L. W. JoNES, Kansas City Power & 
Light Co., Kansas City, Mo. 
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W. JORDAN, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

E. L. KELLER, Duquesne Light Co., 
Pittsburgh, Pa. 

E. B. Kipp, San Diego Gas & Electric 
Co., San Diego, Calif. 

W. G. KNICKERBOCKER, The Detroit 
Edison Co., Detroit, Mich. 

W. N. LINDBLAD, Pacific Gas and Elec- 
tric Co., Emeryville, Calif. 

W. D. LINDSAY, West Penn Power Co., 
Connellsville, Pa. 

J. LINEBACK, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

T. E. LoBeck, Northern States Power 
Co., Minneapolis, Minn. 

G. M. LocHArp, Long Island Lighting 
Co., Hicksville, N. Y. 

J. N. MAYER, New York State Electric 
& Gas Corp., Binghamton, N. Y. 
H. L. MILuer, Houston Lighting & 

Power Co., Houston, Texas. 

J. A. Morris, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

V. B. NOLAN, Florida Power & Light 
Co., Miami, Fla. 

T. OAKLEY, Illinois Power Co., De- 
catur, Ill. 

G. A. PALMER, New England Power 
Service Co., Boston, Mass. 

L. C. RAMON, JR., New Orleans Public 
Service Inc., New Orleans, La. 

A. W. RAUTH, Consumers Power Co., 
Jackson, Mich. 

F. A. REDDING, Southern California 
Edison Co., Alhambra, Calif. 

L. C. ROBERTS, Consolidated Edison 
Co. of New York, Inc., Staten Is- 
land, N. Y. 

G. B. M. Ropertson, Philadelphia 
Electric Co., Philadelphia, Pa. 

F. H. RoGers, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

FLOYD SALMON, Central Power and 
Light Co., Corpus Christi, Texas. 


J. N. SCHWARTZ, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 


B. M. SMITH, Pennsylvania Electric 
Co., Erie, Pa. 

C. P. STAHL, Wisconsin Power and 
Light Co., Madison, Wis. 

R. B. SWALLOW, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

S. B. VAUGHN, Florida Power Corp.. 
St. Petersburg. Fla. 

E. H. WALTON, The United Illuminat- 
ing Co., New Haven, Conn. 

J. R. WEST, Ohio Edison Co., Akron, 
Ohio. 

G. J. YANDA, The Cleveland Electric 
Tlluminating Co., Cleveland, Ohio. 
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PRIME MOVERS COMMITTEE 


Chairman, W. L. CHADWICK, Southern 
California Edison Co., Los Angeles, 
Calif. 


C. E. ANDERSON, New England Power 
Service Co., Boston, Mass. 

F. W. ARGUE, Stone & Webster En- 
gineering Corp., Boston, Mass. 

C. R. BARTHELEMY, Pioneer Service 
& Engineering Co., Chicago, IIl. 
P. L. Bartow, Florida Power Corp., 

St. Petersburg, Fla. 

M. F. BEEBE, The United Illuminating 
Co., New Haven, Conn. 

W. D. BISSELL, Montaup Electric Co., 
Fall River, Mass. 

J. W. BLAKE, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

P. A. BLANCHARD, Utah Power & 
Light Co., Salt Lake City, Utah. 
C.S. BOWDEN, Ohio Edison Co., Akron, 

Ohio. 

JOHN BrRvuCE, Southern California 
Edison Co., Los Angeles, Calif. 
H. T. BRYANS, Philadelphia Electric 

Co., Philadelphia, Pa. 

L. W. CADWALLADER, Potomac Electric 
Power Co., Washington, D. C. 

R. G. CALL, American Gas and Elec- 
tric Service Corp. (Beach Bottom 
Power Co.) Power, W. Va. 

E. C. CAWRSE, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 

C. W. E. CLARKE, United Engineers 
& Constructors Inc., Philadelphia, 
Pa: 

L. A. COBB, Northern States Power 
Co., Minneapolis, Minn. 

T. E. CROSSAN, Virginia Electric and 
Power Co., Richmond, Va. 

C. A. DAUBER, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
G. S. DIEHL, Pennsylvania Water & 

Power Co., Lancaster, Pa. 

DWIGHT DouGLAss, The Hartford 
Electric Light Co., Hartford, Conn. 

W. V. DRAKE, West Penn Power Co., 
Pittsburgh, Pa. 

M. K. DREWRY, Wisconsin 
Power Co., Milwaukee, Wis. 

J. M. DRISCOLL, Consolidated Edison 
Co. of New York, Inc., New York, 
hfe 

E. C. Durry, Long Island Lighting 
Co., Mineola, N. Y. 

L. H. EAst, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

M. D. ENGLE, Pennsylvania Power & 
Light Co., Allentown, Pa. 

V. F. Estcourt, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 


Electric 
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J. N. Ewart, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

W. W. FORMAN, The Connecticut 
Light & Power Co., Berlin, Conn. 

T. T. FRANKENBERG, American Gas 
and Electric Service Corp., New 
York, N. Y. 

E. C. GASTON, Southern Services, Inc., 
Birmingham, Ala. 

C. W. GEUE, Texas Electric Service 
Co., Fort Worth, Texas. 

J. E. GEUE, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

EUGENE GORDON, The Potomac Edison 
Co., Hagerstown, Md. 

PAUL GRAVELLE, The Toledo Edison 
Co., Toledo, Ohio. 

W. GREACEN, III, New York State 
Electric & Gas Corp., Binghamton, 
i Sa 

F. S. HELFTER, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

H. G. HIEBELER, Houston Lighting & 
Power Co., Houston, Texas. 

J. H. JAMISON, Central Illinois Elec- 
tric and Gas Co., Rockford, Ill. 

J.J. JANAK, JR., Texas Power & Light 
Co., Dallas, Texas. 

W. H. JONES, Duquesne Light Co., 
Pittsburgh, Pa. 

G. W. KEEN, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

J. A. KEETH, Kansas City Power & 
Light Co., Kansas City, Mo. 

H. A. KLEINMAN, Iowa-lIllinois Gas 
and Electric Co., Davenport, Iowa. 

A. H. KRAuss, Ebasco Services Inc., 
New York, N. Y. 

E. H. Kriec, Stone & Webster En- 
gineering Corp., Boston, Mass. 

W.R. LA MOTTE, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

C. E. LEWIS, Pennsylvania Power & 
Light Co., Hazleton, Pa. 

H. E. MACOMBER, The Detroit Edison 
Co., Detroit, Mich. 

R. H. McCuMBER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. F. MCLOUGHLIN, Iowa Power and 
Light Co., Des Moines, Iowa. 

C. A. MILLER, Central Illinois Public 
Service Co., Springfield, Il. 

J. G. MILLER, Metropolitan Edison 
Co., Reading, Pa. 

G. R. MILNE, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

E. H. MITSCH, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

R. P. Moore, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

STANLEY MOYER, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 
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A. M. NEWMAN, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

G. A. ORROK, Boston Edison Co., Bos- 
ton, Mass. 

C. F. PARCELS, Delaware Power & 
Light Co., Wilmington, Del. 

R. W. PARKINSON, Commonwealth 
Services Inc., Jackson, Mich. 

T. E. PURCELL, Duquesne Light Co., 
Pittsburgh, Pa. 

J. A. REICH, Gulf States Utilities Co., 
Beaumont, Texas. 

A. J. SKAALE, Carolina Power & Light 
Co., Raleigh, N. C. 

C. D. STATTON, Wisconsin Power and 
Light Co., Madison, Wis. 

D. W. STEWART, New Orleans Public 
Service Inc., New Orleans, La. 

E. D. St. JOHN, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

M. C. STIFF, Consumers Power Co., 
Jackson, Mich. 

C. B. VANCE, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

E. S. VAN NOSTRAND, The West Penn 
Electric Co. (Inc.), New York, N. Y. 

D. H. VOGEL, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

H. A. WAGNER, The Detroit Edison 
Co., Detroit, Mich. 

H. L. WALKER, Central Hudson Gas 
& Electric Corp., Roseton, N. Y. 

H. WEISBERG, Public Service Electric 
and Gas Co., Newark, N. J. 
C. C. WHELCHEL, Pacific Gas and 
Electric Co., San Francisco, Calif. 
G. V. WILLIAMSON, Union Electric 
Co. of Missouri, St. Louis, Mo. 

J. D. WILLIAMSON, The Dayton Power 
and Light Co., Dayton, Ohio. 

A. A. WOODWARD, Public Service Co. 
of Colorado, Denver, Colo. 


TRANSMISSION AND 
DISTRIBUTION COMMITTEE 
Chairman, J. W. ANDERSON, Philadel- 
phia Electric Co., Philadelphia, Pa. 
Secretary, C. K. POARCH, Edison Elec- 
tric Institute, 420 Lexington Ave., 

New York 17, N. Y. 


C. H. ANDERSON, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

C. F. AVILA, Boston Edison Co., Bos- 
ton, Mass. 

JOHN BANKUS, Portland General Elec- 
tric Co., Portland, Ore. 

C. E. BAUGH, Pacific Gas and Electric 
Co., San Francisco, Calif. 

G. W. BEAN, Texas Electric Service 
Co., Fort Worth, Texas. 

3RYCE BRADY, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
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T. J. BROSNAN, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

W. R. BULLARD, Ebasco Services Inc., 
New York, N. Y. 

DAVID BURNS, The Detroit Edison 
Co., Detroit, Mich. 

D. A. CAMPBELL, JR., Pennsylvania 
Power & Light Co., Hazleton, Pa. 
R. E. CARGILL, Gulf States Utilities 

Co., Beaumont, Texas. 

E. N. CLARK, Pioneer Service & En- 
gineering Co., Chicago, IIl. 

H. E. Copy, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
R. N. Cog, Southern California Edison 

Co., Los Angeles, Calif. 

T. N. COFER, Central Illinois Public 
Service Co., Springfield, Ill. 

C. C. CORNELIUS, Kansas City Power 
& Light Co., Kansas City, Mo. 

F. N. CUNEO, Consolidated Edison Cc. 
of New York, Inc., Mt. Vernon, 
N.Y. 

H. L. DAvis, JR., Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

W. R. Doar, Carolina Power & Light 
Co., Raleigh, N. C. 

C. F. DOBSON, Wisconsin Power and 
Light Co., Madison, Wis. 

R. J. DREISBACH, Ohio Edison Co., 
Akron, Ohio. 

T. C. DUNCAN, Consolidated Edison 
Co. of New York, Inc., New York, 
ji: ae a 

G. L. ENGLAND, Illinois Power Co., 
Decatur, IIl. 

H. A. ENOs, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

G. A. EWALD, Public Service Electric 
and Gas Co., Newark, N. J. 

G. H. FIEDLER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. W. GEHRKE, The Scranton Electric 
Co., Scranton, Pa. 

M. W. GHEN, Duquesne Light Co., 
Pittsburgh, Pa. 

J. E. GOODWIN, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

H. W. GRATE, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

W. E. GUNDLACH, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

F. G. HAMNER, Southern Services, 
Inc., Birmingham, Ala. 

D. C. HAWLEY, Kansas City Power & 
Light Co., Kansas City, Mo. 

V. J. HAYES, The Connecticut Light 
& Power Co., Berlin, Conn. 

J. P. HAYWARD, Atlantic City Electric 
Co., Atlantic City, N. J. 

G. B. HOFFMAN, West Penn Power Co., 
Ridgway, Pa. 
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W. P. HOLBEN, Duguesne Light Co., 
Pittsburgh, Pa. 

T. L. JarcHow, Northern States 
Power Co., Minneapolis, Minn. 

W. R. JOHNSON, Pacific Gas and Elec- 
trie Co., San Francisco, Calif. 

H. M. JONES, Idaho Power Co., Boise, 
Idaho. 

R. C. Jupp, Iowa-Illinois Gas and Elec- 
tric Co., Davenport, lowa. 

A. C. KELM, Utah Power & Light Co., 
Salt Lake City, Utah. 

H. L. LiviIncoop, New York State 
Electric & Gas Corp., Binghamton, 
N.Y. 

R. O. Loomis, Georgia Power Co.. 
Atlanta, Ga. 

R. D. LORENZ, Central Illinois Elec- 
tric and Gas Co., Rockford, IIl. 
W. T. Lowery, The Toledo Edison 

Co., Toledo, Ohio. 

JORDAN LUMMIS, Southern California 
Edison Co., Los Angeles, Calif. 

H. MAcVAuGH, Philadelphia Electric 
Co., Philadelphia, Pa. 

F. C. MARSCHNER, The Detroit Edison 
Co., Detroit, Mich. 

W. J. McLAIN, The Dayton Power and 
Light Co., Dayton, Ohio. 

M. W. MCRAVEN, Houston Lighting 
& Power Co., Houston, Texas. 

L. M. Moore, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

R. E. Morse, American Gas and Elec- 
tric Service Corp., New York, N. Y. 


ACCIDENT PREVENTION 
COMMITTEE 


Chairman, R. P. DOUGLAS, The De- 
troit Edison Co., Detroit, Mich. 
Secretary, G. E. WATKINS, Edison 
Electric Institute, 420 Lexington 

Ave., New York 17, N. Y. 


J. Y. ANDREWS, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

E. E. BECK, Idaho Power Co., Boise, 
Idaho. 

E. C. BOOKMAN, Virginia Electric and 
Power Co., Richmond, Va. 

T. J. BRADSHAW, Puget Sound Power 
& Light Co., Seattle, Wash. 

J. T. CALLAHAN, Delaware Power & 
Light Co., Wilmington, Del. 

R. M. CuarRK, Atlantic City Electric 
Co., Atlantic City, N. J. 
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L. L. NEWMAN, New Orleans Public 
Service Inc., New Orleans, La. 

F. A. O’BRIEN, Stone & Webster En- 
gineering Corp., Boston, Mass. 

G. A. PEERS, Pacific Gas and Electric 
Co., San Francisco, Calif. 

W. M. PENNEY, Union Electric Co. of 
Missouri, St. Louis, Mo. 

E. L. PETERSON, American Gas and 
Electric Service Corp., New York, 
NX: 

W. C. PHILLIPS, New England Power 
Service Co., Boston, Mass. 

M. H. POWELL, Public Service Co. of 
Colorado, Denver, Colo. 

M. H. PRATT, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

J. A. PULSFORD, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

J. A. RAWLS, Virginia Electric and 
Power Co., Richmond, Va. 

A. H. RICHARDS, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

ELMER ROTHFUS, Commonwealth Ser- 
vices Inc., Jackson, Mich. 

E. C. RUE, Boston Edison Co., Boston, 
Mass. 

W. L. RusH, Louisiana Power & Light 
Co., New Orleans, La. 

E. V. SAYLES, Consumers Power Co., 
Jackson, Mich. 

C. H. SCHOFER, Pennsylvania Power 
& Light Co., Allentown, Pa. 

S. M. SHARP, Southwestern Gas and 
Electric Co., Shreveport, La. 


General Committees 


R. H. COLEMAN, Consolidated Gas 
Electric Light and Power Co. of 
Baltimore, Baltimore, Md. 

C. E. Cook, Southwestern Gas and 
Electric Co., Shreveport, La. 

C. A. CouTTs, Northern States Power 
Co., Minneapolis, Minn. 

H. J. CrisicK, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
J. CC. CUNNINGHAM, Indianapolis 
Power & Light Co., Indianapolis, 

Ind. 

J. G. DICKINSON, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

I. R. DoHR, Consumers Power Co., 
Jackson, Mich. 

A. H. Doup, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

H. M. Dyk, Potomac Electric Power 
Co., Washington, D. C. 
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F. C. SHAUGHNESSY, Consolidated Edi- 
son Co. of New York, Inc., New 
York, \N.. ¥: 

A. N. SHEALY, Pennsylvania Water & 
Power Co., Baltimore, Md. 

S. J. SICKEL, Kansas Gas and Electric 
Co., Wichita, Kan. 

J. A. SIEGFRIED, Pennsylvania Power 
& Light Co., Allentown, Pa. 

W. O. SMITH, Long Island Lighting 
Co., Hicksville, N. Y. 

H. P. STONE, The Connecticut Power 
Co., Hartford, Conn. 

E. R. STREED, Delaware Power & Light 
Co., Wilmington, Del. 

T. D. THOMAS, Texas Power & Light 
Co., Dallas, Texas. 

W. A. UPHAM, The United Illuminat- 
ing Co., New Haven, Conn. 

W. L. VEST, JR., Western Massachu- 
setts Electric Co., Springfield, Mass. 

W. C. WIDDOWFIELD, Niagara Mohawk 
Power Corp., Albany, N. Y. 

W. S. WILDER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

H. K. WILLIAMS, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

W. J. WITTE, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

L. P. Works, Wisconsin Public Ser- 
vice Corp., Green Bay, Wis. 

H. E. YEE, Potomac Electric Power 
Co., Washington, D. C. 


G. W. ELG, Consolidated Edison Co. of 
New York, Inc., New York, N. Y. 

P. M. GENTZEL, Ohio Edison Co., 
Akron, Ohio. 

R. M. GODWIN, Philadelphia Electric 
Co., Philadelphia, Pa. 

E. <A. HAGENBUCH, Pennsylvania 
Power & Light Co., Hazleton, Pa. 

C. E. HAMMON, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 

A. S. HANcOoCK, Long Island Lighting 
Co., Hicksville, N. Y. 

F. G. HARRIMAN, New England Power 
Service Co., Boston, Mass. 

H. E. HATFIELD, Georgia Power Co., 
Atlanta, Ga. 

PAUL Hopson, Union Electric Co. of 
Missouri, St. Louis, Mo. 

W. H. HO.Luts, Commonwealth Ser- 
vices Inc., New York, N. Y. 
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E. L. IDE, The United Illuminating 
Co., Bridgeport, Conn. 

E. J. KreH, Duquesne Light Co., 
Pittsburgh, Pa. 

D. T. Lacey, Central Iliinois Public 
Service Co., Springfield, Ill. 

H. B. LANKFORD, Pennsylvania Water 
& Power Co., Lancaster, Pa. 

E. S. LICHT, New York State Electric 
& Gas Corp., Binghamton, N. Y. 
WILLS MACLACHLAN, Maple, Ontario, 

Can. 

R. E. McCANn, Southern California 
Edison Co., Los Angeles, Calif. 

H. B. MCMAHAN, Florida Power Corp., 
St. Petersburg, Fla. 

R. S. METZGER, The Toledo Edison Co., 
Toledo, Ohio. 

A. J. NAQUIN, New Orleans Public 
Service Inc., New Orleans, La. 

F. D. NorBerG, Utah Power & Light 
Co., Salt Lake City, Utah. 

A. C. Norcross, Boston Edison Co., 
Boston, Mass. 

R. E. PHENICIE, Wisconsin Public 
Service Corp., Green Bay, Wis. 

A. F. RANDOLPH, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
EVERETT RAVN, Wisconsin Power and 

Light Co., Madison, Wis. 

W. T. Rocers, Ebasco Services Inc., 
New York, N. Y. 

G. J. Ruorr, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

J. P. SCHERER, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa. 

C. P. SHIREY, Gulf States Utilities Co., 
Beaumont, Texas. 

H. F. Wess, West Penn Power Co., 
Pittsburgh, Pa. 

E. H. WESSELLS, JR., Western Massa- 
chusetts Electric Co., Springfield, 
Mass. 

R. W. WHITE, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

S. H. Younc, The Hartford Electric 
Light Co., Hartford, Conn. 


AREA DEVELOPMENT 
COMMITTEE 
Chairman, WALTER I. DOLBEARE, Vir- 
ginia Electric and Power Co., Rich- 
mond, Va. 


A. V. K. BasBcock, Arizona Public 
Service Co., Phoenix, Ariz. 

S. F. BALDWIN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

R. K. BARRATT, The Empire District 
Electric Co., Joplin, Mo. 

LINCOLN BAYLIES, New’ England 
Power Service Co., Boston, Mass. 
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H. L. BREWER, Consumers Power Co., 
Jackson, Mich. 

H. W. CARLOSS, Kentucky Utilities Co., 
Lexington, Ky. 

C. §S. CRONKRIGHT, Public Service 
Electric and Gas Co., Newark, N. J. 

R. A. CUYLER, Louisiana Power & 
Light Co., New Orleans, La. 

L. L. DAvis, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

T. S. DAvIs, JR., Georgia Power Co., 
Atlanta, Ga. 

R. L. DECHANT, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

C. W. DEEG, Philadelphia Electric Co., 
Philadelphia, Pa. 

G. F. DEFOE, The Washington Water 
Power Co., Spokane, Wash. 

FRANKLYN DICKINSON, Ohio Edison 
Co., Akron, Ohio. 

D. L. DIEHL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

F. A. ELLISTON, Texas Electric Ser- 
vice Co., Fort Worth, Texas. 

C. M. FIFE, West Penn Power Co., 
Pittsburgh, Pa. 

E. E. FOURNACE, The Ohio Power Co., 
Canton, Ohio. 

J. M. FRANK, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

J. R. FREDERICK, Wisconsin Power 
and Light Co., Madison, Wis. 

C. J. FUHRMANN, The Dayton Power 
and Light Co., Dayton, Ohio. 

J. F. GASKILL, Philadelphia Electric 
Co., Philadelphia, Pa. 

E. L. GERBER, Atlantic City Electric 
Co., Atlantic City, N. J. 

J. H. GUMZ, Pacific Gas and Electric 
Co., San Francisco, Calif. 

P. V. HAYDEN, The Connecticut Light 
& Power Co., Berlin, Conn. 

E. M. HUBEN, Central Hudson Gas & 
Electric Corp., Kingston, N. Y. 

W. A. HUCKINS, Utah Power & Light 
Co., Salt Lake City, Utah. 

J. H. JONES, Monongahela Power Co., 
Fairmont, W. Va. 

W. H. KENNEDY, JR., Arkansas Power 
& Light Co., Little Rock, Ark. 

J. R. LESTER, Alabama Power Co., 
3irmingham, Ala. 

V. S. MADISON, The Detroit Edison 
Co., Detroit, Mich. 

S. F. McGowan, Northern States 
Power Co., Minneapolis, Minn. 

O. C. MAYER, Idaho Power Co., Boise, 
Idaho. 

D. E. STEWART, Carolina Power & 
Light Co., Raleigh, N. C. 
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T. J. SULLIVAN, Florida Power & 
Light Co., Miami, Fla. 

R. W. TEMM, Union Electric Co. of 
Missouri, St. Louis, Mo. 

J. M. TURNBULL, Western Massachu- 
setts Electric Co., Springfield, Mass. 


COMMITTEE ON ATOMIC 
POWER 
Chairman, E. H. DIxon, Middle South 
Utilities, Inc., New York, N. Y. 


J. B. BLACK, Pacific Gas and Electric 
Co., San Francisco, Calif. 

W. L. CISLER, The Detroit Edison Co., 
Detroit, Mich. 

G. M. GaApDsBy, Utah Power & Light 
Co., Salt Lake City, Utah. 

A. §. KING, Northern States Power 
Co., Minneapolis, Minn. 

E. L. LINDSETH, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

J. W. McAFEE, Union Electric Co. of 
Missouri, St. Louis, Mo. 

C. B. McMANus, The Southern Co., 
Inec., Atlanta, Ga. 

I. L. Moore, New England Electric 
System, Boston, Mass. 

R. G. RINCLIFFE, Philadelphia Electric 
Co., Philadelphia, Pa. 

H. R. SEARING, Consolidated Edison 
Co. of New York, Inc., New York, 
N.Y. 

PHILIP SPORN, American Gas and 
Electric Service Corp., New York, 
N,. 2. 


CODES AND STANDARDS 
COMMITTEE 
Chairman, A. H. KEHOE, Consolidated 
Edison Co. of New York, Inc., New 
York, N.Y. 


R. G. RINCLIFFE, Philadelphia Electric 
Co., Philadelphia, Pa. 

L. M. SMITH, Alabama Power Co., 
Birmingham, Ala. 


ELECTRIC POWER SURVEY 
COMMITTEE 

Chairman, WALKER L. CISLER, The 
Detroit Edison Co., Detroit, Mich. 

Vice Chairman, CLARENCE W. MAYOTT, 
The Hartford Electric Light Co., 
Hartford, Conn. 

Secretary, CARL G. MUELLER, The De- 
troit Edison Co., Detroit, Mich. 


R. FRANK BROWER, Consolidated Edi- 
son Co. of New York, Inc., New 
York, N.Y: 
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CHARLES M. CUSTER, Southwest Power 
Pool, Little Rock, Ark. 

ARTHUR S. GRISWOLD, The Detroit 
Edison Co., Detroit, Mich. 

CHANDLER W. JONES, Narragansett 
Electric Co., Providence, R. I. 

Harry A. LOTT, Southern California 
Edison Co., Los Angeles, Calif. 

VERNON M. MARQUIS, American Gas 
and Electric Service Corp., New 
York, N.. XZ. 

JOHN E. Moore, Ebasco Services Inc., 
New York, N. Y. 

HERBERT J. SCHOLZ, Southern Ser- 
vices, Inc., Birmingham, Ala. 


FINANCING AND INVESTOR 
RELATIONS COMMITTEE 
Chairman, R. N. BENJAMIN, Stone & 
Webster Service Corp., New York, 

N. Y. 

Vice Chairman, W. J. ROSE, American 
Gas and Electric Service Corp., New 
York, N.Y. 

Secretary, A. E. Sorry, Edison Elec- 
tric Institute, 420 Lexington Ave., 
New York 17, N. Y. 


D. C. BARNES, Virginia Electric and 
Power Co., Charlottesville, Va. 

J. M. BELL, JR., New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

G. H. BOURNE, Commonwealth Ser- 
vices Inc., New York, N. Y. 

B. F. BRAHENEY, Northern States 
Power Co., Minneapolis, Minn. 

RICHARD BULLWINKLE, Texas Utilities 
Co., Dallas, Texas. 

H. A. BuscH, General Public Utilities 
Corp., New York, N. Y. 

K. C. CHRISTENSEN, Pacific Gas and 
Electric Co., San Francisco, Calif. 

G. R. Corey, Utah Power & Light Co., 
Salt Lake City, Utah 

E. H. DIxon, Middle South Utilities, 
Inc., New York, N. Y. 
P. V. DOPLER, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
S. L. FERGUSON, The Detroit Edison 
Co., Detroit, Mich. 

R. E. FIFE, Southern California Edi- 
son Co., Los Angeles, Calif. 

HARRY HANSON, New England Elec- 
tric System, Boston, Mass. 

C. C. HERRMANN, Wisconsin Power 
and Light Co., Madison, Wis. 

R. W. Hoce, Atlantic City Electric 
Co., Atlantic City, N. J. 

L. H. JAEGER, The Southern Co., Inc., 
New York, N. Y. 

D. S. KENNEDY, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
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G. L. MACGREGOR, Texas Utilities Co., 
Dallas, Texas. 

D. C. McCLUuRE, Central Illinois Elec- 
tric and Gas Co., Rockford, Ill. 

A. B. McCoarp, New Orleans Public 
Service Inc., New Orleans, La. 

LYLE McDONALD, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

H. C. Moore, JR., Cambridge Electric 
Light Co., Cambridge, Mass. 

H. B. MUNSELL, Kansas City Power & 
Light Co., Kansas City, Mo. 

R. S. NELSON, Gulf States Utilities 
Co., Beaumont, Texas. 

C. E. OAKES, Pennsylvania Power 
& Light Co., Allentown, Pa. 

J. S. OSBORNE, Central and South 
West Corp., Chicago, Ill. 

R. R. PARKER, New Jersey Power & 
Light Co., Dover, N. J. 

H. T. PRITCHARD, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

T. E. ROACH, Idaho Power Co., Boise, 
Idaho. 

A. B. SANBORN, Northwestern Public 
Service Co., Huron, S. D. 

H. H. ScaFF, Ebasco Services Inc., 
New York, N. Y. 

H. E. SIMPSON, Florida Power & 
Light Co., Miami, Fla. 

W. F. STANLEY, Southwestern Public 
Service Co., Dallas, Texas. 

L. V. SUTTON, Carolina Power & Light 
Co., Raleigh, N. C. 

H. P. TAYLOR, Wisconsin Public Ser- 
vice Corp., Milwaukee, Wis. 

A. F. TEGEN, General Public Utilities 
Corp., New York, N. Y. 

W. D. VIRTUE, Public Service Co. of 
Colorado, Denver, Colo. 

JOHN WILKIE, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

W. H. ZIMMER, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 


INDUSTRIAL RELATIONS 
COMMITTEE 

Chairman, F. R. RAUCH, The Cincin- 
nati Gas & Electric Co., Cincinnati, 
Ohio. 

Vice Chairman, J. C. ARNELL, Con- 
solidated Edison Co. of New York, 
Inc., New York, N. Y. 

Secretary, E. S. EVANS, Edison Elec- 
tric Institute, 420 Lexington Ave., 
New York 17, N. Y. 


K. K. ALLEN, Southern California 
Edison Co., Los Angeles, Calif. 

J. R. BAKER, Pennsylvania Water & 
Power Co., Baltimore, Md. 

W. D. BAKER, Wisconsin Power and 
Light Co., Madison, Wis. 
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J. H. BARNES, Indiana & Michigan 
Electric Co., Fort Wayne, Ind. 

D. A. BARTLETT, Western Massachu- 
setts Electric Co., Springfield, Mass. 

C. B. BOULET, Wisconsin Public Ser- 
vice Corp., Green Bay, Wis. 

A. M. Boyp, Philadelphia Electric Co., 
Philadelphia, Pa. 

V. C. BRENNAN, Union Electric Co. of 
Missouri, St. Louis, Mo. 

E. J. BRILL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

G. C. Brooks, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

J. W. CAROTHERS, Consolidated Gas 
Electric Light and Power Co. of 
Baltimore, Baltimore, Md. 

H. F. Carr, Pacific Gas and Electric 
Co., San Francisco, Calif. 

A. L. COLLIGAN, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
1 

W. J. COOPER, The United Illuminating 
Co., New Haven, Conn. 

J. K. DAvis, The Toledo Edison Co., 
Toledo, Ohio. 

M. T. DUNLAP, Carolina Power & 
Light Co., Raleigh, N. C. 

A. C. ECKERMAN, Pioneer Service & 
Engineering Co., Chicago, II. 

G. W. FEWKES, Philadelphia Electric 
Co., Philadelphia, Pa. 

F. J. GLEESON, Northern States Power 
Co., Minneapolis, Minn. 

J. S. GRAcCY, Florida Power Corp., St. 
Petersburg, Fla. 

H. N. HENRY, Alabama Power Co., 
Birmingham, Ala. 

E. E. HILL, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

W. L. JONES, Potomac Electric Power 
Co., Washington, D. C. 

G. E. Kipp, Virginia Electric and 
Power Co., Richmond, Va. 

F. L. LARKIN, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

S. F. LEAHY, The Detroit Edison Co., 
Detroit, Mich. 

I. O. MALL, Ebasco Services Inc., New 
York; N.. ¥. 

A. J. MCEACHERN, Boston Edison Co., 
3oston, Mass. 

G. E. McKEeENNA, Ohio Edison Co., 
Akron, Ohio. 

W. S. Meyers, Atlantic City Electric 
Co., Atlantic City, N. J. 

W. F. Moses, New Jersey Power & 
Light Co., Dover, N. J. 

J. M. Orr, Duquesne Light Co., Pitts- 
burgh, Pa. 
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C. Y. OsBuRN, Long Island Lighting 
Co., Mineola, N. Y. 

F. M. Osta, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

M. F. OSTERLING, The Hartford Elec- 
tric Light Co., Hartford, Conn. 
A. J. PAULL, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
H. R. PEARSON, Iowa Power and Light 

Co., Des Moines, Iowa. 

H. A. PETERSON, American Gas and 
Electric Service Corp., New York, 
M:..¥. 

DEWITT PIKE, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

H. V. Potts, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

JAY ALAN REID, Southwestern Gas and 
Electric Co., Shreveport, La. 

P. A. RICE, West Penn Power Co., 
Pittsburgh, Pa. 

H. S. RICHMOND, Consumers Power 
Co., Jackson, Mich. 

W. H. SENYARD, Louisiana Power & 
Light Co., New Orleans, La. 

E. J. THIMME, Public Service Electric 
and Gas Co., Newark, N. J. 

E. A. WERNER, Gulf States Utilities 
Co., Baton Rouge, La. 

F. L. WITSELL, Public Service Co. of 
Colorado, Denver, Colo. 

W. R. WOLFE, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

E. F. ZIEGLER, New England Power 
Service Co., Boston, Mass. 


INSURANCE COMMITTEE 


Chairman, WALTER O. RANDLETT, Vir- 
ginia Electric and Power Co., Rich- 
mond, Va. 


G. L. ANDRUS, New Orleans Public 
Service Inc., New Orleans, La. 

A. L. BENJAMIN, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 

J. B. Bostwick, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

I. M. CARPENTER, Ebasco Services 
Inc., New York, N. Y. 

J. G. CARTWRIGHT, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

R. D. CONSTABLE, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

M. R. DELAURIER, The Detroit Edison 
Co., Detroit, Mich. 

H. S. DOWNING, Consolidated Gas 
Electric Light and Power Co. of 
Baltimore, Baltimore, Md. 

W. H. EICHHORN, JR., Pennsylvania 
Water & Power Co., Baltimore, Md. 
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F. J. HITCHEN, Atlantic City Electric 
Co., Atlantic City, N. J. 

F. J. HoLus, Duquesne Light Co., 
Pittsburgh, Pa. 

E. W. LEINIG, Potomac Electric Power 
Co., Washington, D. C. 

R. R. MacKay, JR., Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

J. W. MARRIN, Commonwealth Ser- 
vices Inc., New York, N. Y. 

A. W. REID, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

JAY ALAN REID, Southwestern Gas 
and Electric Co., Shreveport, La. 

R. M. SALVANT, Louisiana Power & 
Light Co., New Orleans, La. 

A. M. SELLS, Wisconsin Electric Power 
Co., Milwaukee, Wis. 

L. E. SLADE, Iowa Power and Light 
Co., Des Moines, Iowa. 

F. M. TERRY, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

H. A. WEITZMAN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

D. E. WILLIAMS, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 


LEGAL COMMITTEE 


Chairman, T. JUSTIN Moore, Virginia 
Electric and Power Co., Richmond, 
Va. 


RALPH M. BESSE, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 


Ohio. 

WILLIAM H. BLAKE, Public Service 
Electric and Gas Co., Newark, N. J. 

HERBERT L. BRANAN, Oklahoma Gas & 
Electric Co., Oklahoma City, Okla. 

Wm. A. BrRYANS, III, Public Service 
Co. of Colorado, Denver, Colo. 

JACK J. BUSBY, Pennsylvania Power 
& Light Co., Allentown, Pa. 

HERBERT B. COHN, American Gas and 
Electric Service Corp., New York, 
N.Y. 

GEO. R. Corey, Utah Power & Light 
Co., Salt Lake City, Utah. 

L. J. DARRAH, New Orleans Public 
Service Inc., New Orleans, La. 

IRVIN FANE, Kansas City Power & 
Light Co., Kansas City, Mo. 

ROBERT H. GERDES, Pacific Gas and 
Electric Co., San Francisco, Calif. 

R. K. HANGER, Texas Electric Service 
Co., Fort Worth, Texas. 

LESLIE HENRY, The Toledo Edison 
Co., Toledo, Ohio 
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LEE C. HOWLEY, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

DAvip K. KADANE, Long Island Light- 
ing Co., Mineola, N. Y. 

JOHN M. KEEGAN, Consolidated Edi- 
son Co. of New York, Inc., New 
York Ne Xk: 

JOHN LLOYD, JR., Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

D. BRUCE MANSFIELD, Ohio Edison 
Co., Akron, Ohio. 

CHARLES L. McCorMIcK, West Penn 
Power Co., Pittsburgh, Pa. 

VINCENT P. MCDEvITT, Philadelphia 
Electric Co., Philadelphia, Pa. 

CORNELIUS MEANS, Potomac Electric 
Power Co., Washington, D. C. 

T. CARL NIXON, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
CLARENCE D. PHILLIPS, Portland Gen- 
eral Electric Co., Portland, Ore. 
ALFRED P. RAMSEY, Consolidated Gas 
Electric Light and Power Co. of 

Baltimore, Baltimore, Md. 

3RUCE RENWICK, Southern California 
Edison Co., Los Angeles, Calif. 

CHARLES F. ROUSE, Carolina Power & 
Light Co., Raleigh, N. C. 

BERNARD W. SCHOTTERS, Indianapolis 
Power & Light Co., Indianapolis, 
Ind. 

LELAN FLOR SILLIN, JR., Central Hud- 
son Gas & Electric Corp., Pough- 
keepsie, N. Y. 

HARRY G. SLATER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

VAN B. WAKE, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

LEEDS A. WHEELER, New England 
Power Service Co., Boston, Mass. 
ARTHUR M. WILLIAMS, JR., South 
Carolina Electric & Gas Co., Co- 

lumbia, S. C. 


MEMBERSHIP COMMITTEE 


Chairman, E. S. THOMPSON, The West 
Penn Electric Co. (Ine.), New 
York, N. Y. 


GEORGE H. BLAKE, Public Service 
Electric and Gas Co., Newark, N. J. 

R. H. KNOWLTON, The Connecticut 
Light & Power Co., Berlin, Conn. 

G. C. NEFF, Wisconsin Power and 
Light Co., Madison, Wis. 

Wo. SCHMIDT, JR., Consolidated Gas 
Electric Light and Power Co. of 
Baltimore, Baltimore, Md. 








Octob 


PR 


Cha 
Pi 





1953 


Dlec- 
and, 


ght- 


Edi- 
New 


tlec- 
ison 
-enn 
phia 
etric 

and 


, 


Gen- 


> 


Gas 
is: ae 


rnia 
er & 


polis 
lis, 


Hud- 
ugh- 


1awk 
ctric 
‘land 


outh 
Co- 


E 
West 
New 


rvice 
N. J. 
ticut 
Jonn. 

and 


Gas 
o. of 





October, 1953 


PRIZE AWARDS COMMITTEE 


Chairman, HARRY RESTOFSKI, West 
Penn Power Co., Pittsburgh, Pa. 


Ef. T. GUSHEE, The Detroit Edison 
Co., Detroit, Mich. 

G. W. OUSLER, Duquesne Light Co., 
Pittsburgh, Pa. 

H. P. J. STEINMETZ, Public Service 
Electric and Gas Co., Newark, N. J. 


PURCHASING AND STORES 
COMMITTEE 


Chairman, CARL H. ZUR NIEDEN, Phila- 
delphia Electric Co., Philadelphia, 
ra. 

Vice Chairman (Purchasing) J. DON- 
ALD Hocc, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 

Vice Chairman (Stores), W. M. HOLLS, 
Consolidated Gas Electric Light 
and Power Co. of Baltimore, Balti- 
more, Md. 

Secretary-Treasurer, EARLE N. SCOTT, 
Long Island Lighting Co., Mineola, 
Ni. Y. 


L. C. ALEXANDER, The Cleveland Elec- 
tric Illuminating Co., Cleveland, O. 

C. P. ALTLAND, Southern California 
Edison Co., Los Angeles, Calif. 

O. H. AYDELOTTE, Public Service Co. 
of Colorado, Denver, Colo. 

H. T. BELCHER, Consumers Power Co., 
Jackson, Mich. 

J. L. BLANK, Central Illinois Public 
Service Co., Springfield, Il. 

J. P. BLUMER, Gulf Power Co., Pensa- 
cola, Fla. 

J. J. BRENNAN, Northern States 
Power Co., Minneapolis, Minn. 
C. F. CHANNING, Southwestern Gas 
and Electric Co., Shreveport, La. 
T. W. CHASE, Pennsylvania Water & 
Power Co., Baltimore, Md. 

R. A. CLARK, The Detroit Edison Co.. 
Detroit, Mich. 

T. M. CLOosr, Savannah Electric and 
Power Co., Savannah, Ga. 

G. H. Cote, Alabama Power Co., Bir- 
mingham, Ala. 

E. H. Crews, Metropolitan 
Co., Reading, Pa. 

R. J. DANIELS, New England Powe: 
Service Co., Boston, Mass. 

T. S. DUNSTAN, Consolidated Edison 
Co. of New York, Inc., N. Y., N. Y. 

IT. EvANs, Ohio Edison Co., Akron. 
Ohio. 

J. H. Farrtey, West Penn Power Co., 
Pittsburgh, Pa. 


Edisor 
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J. A. FARMER, New Orleans Public 
Service Inc., New Orleans, La. 
M. W. GILCHRIST, Public Service Co. 
of New Hampshire, Manchester, 

NM. e 

O. HENENBERG, Texas Power & Light 
Co., Dallas, Texas. 

J. CC. HERBERT, Potomac Electric 
Power Co., Washington, D. C. 

H. E. HopGson, Wisconsin Power and 
Light Co., Madison, Wis. 


J. B. HOMSHER, Gilbert Associates, 


Inc., Reading, Pa. 

R. S. JOHNSON, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

J. N. KEATING, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

R. S. KING, Union Electric Co. of 
Missouri, St. Louis, Mo. 

F. F. Kuyk, Virginia Electric and 
Power Co., Richmond, Va. 

R. L. LEACH, Georgia Power Co., At- 
lanta, Ga. 

G. E. MARLEY, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

E. J. MARTIN, New Orleans Public 
Service Inc., New Orleans, La. 

L. C. McIver, Puget Sound Power & 
Light Co., Seattle, Wash. 

G. C. MEETZE, South Carolina Electric 
& Gas Co., Columbia, S. C. 

A. A. MEISENHEIMER, Wisconsin Elec- 
tric Power Co., Milwaukee, Wis. 

J. R. MILLIKAN, Dallas Power & Light 
Co., Dallas, Texas. 

J. J. MORSE, New Orleans Public Ser- 
vice Ine., New Orleans, La. 

R. A. Morse, The Washington Water 
Power Co., Spokane, Wash. 

FRANK NAGELE, American Gas and 
Electric Service Corp., New York, 
nN. Y. 

M. C. ODMAN, The Hartford Electric 
Light Co., Hartford, Conn. 

C. F. OGDEN, The Detroit Edison Co.. 
Detroit, Mich. 

L. D. PATTERSON, Monongahela Power 
Co., Fairmont, W. Va. 

FRED POLONUS, Central Illinois Light 
Co., Peoria, Ill. 

W. A. PRICE, Central Maine Power Co 
Augusta, Maine. 

C. I. RICHARDS, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
N.Y 

JOHN RIEVES, Southwestern Gas ané 
Electric Co., Shreveport, La. 

L. F. RYAN, The Ohio Power Co., Can- 
ton, Ohio. 

T. KE. RYAN, Consumers Power Co., 
Jackson, Mich. 


F. R. SCHAFFER, Pennsylvania Power 


& Light Co., Allentown, Pa. 
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R. W. SEIPEL, Texas Electric Service 
Co., Fort Worth, Texas. 

H. T. SIMPSON, Boston Edison Co., 
Boston, Mass. 

R. H. SPERRENG, Union Electric Co. 
of Missouri, St. Louis, Mo. 

J. E. STEELE, The United Illuminating 
Co., New Haven, Conn. 

N. C. STIREWALT, Central Illinois Pub- 
lic Service Co., Springfield, Ill. 

J. B. THomas, Alabama Power Co., 
Birmingham, Ala. 

S. G. THORPE, Central Illinois Electric 
and Gas Co., Rockford, Ill. 

L. A. TRINKINO, New York State 
Electric & Gas Corp., Binghamton, 
N.S. 

C. VAN REMORTEL, Lake Superior Dis- 
trict Power Co., Ashland, Wis. 

B. T. WALSHE, Atlantic City Electric 
Co., Atlantic City, N. J. 

R. C. WENZ, Duquesne Light Co., 
Pittsburgh, Pa. 

L. T. Wo.uFr, Ebasco Services Inc., 
New York, N. Y. 

H. M. Woops, The Toledo Edison Co.. 
Toledo, Ohio. 

C. G. WRIGHT, The Potomac Edison 
Co., Hagerstown, Md. 


RATE RESEARCH COMMITTEE 


Chairman, I. L. CRAIG, Philadelphia 
Electric Co., Philadelphia, Pa. 

Vice Chairman, C. A. WILLIAMS, The 
United Illuminating Co., New 
Haven, Conn. 


W. G. ADAMs, Central Illinois Public 
Service Co., Springfield, II. 

S. W. ANDREWS, American Gas and 
Electric Service Corp., N. Y., N. Y. 

C. L. ASHLEY, Southern California 
Edison Co., Los Angeles, Calif. 

W. A. AYTON, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

W. C. BLAIR, Texas Power & Light 
Co., Dallas, Texas. 

ALBERT CALVERT, New England Power 
Service Co., Boston, Mass. 

B. C. CARPENTER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

R. E. CAywoop, West Penn Power 
Co., Pittsburgh, Pa. 

B. P. DAHLSTROM, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

R. G. Ety, The Connecticut Light & 
Power Co., Berlin, Conn. 

C. L. FOLLMER, Consolidated Gas Elec. 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 
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L. W. FRANK, Western Massachusetts 
Electric Co., Springfield, Mass. 

R. F. GAWRYLA, Pennsylvania Electric 
Co., Johnstown, Pa. 

R. A. GIBSON, The Hartford Electric 
Light Co., Hartford, Conn. 
R. M. GINN, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
R. B. GRIERSON, The Detroit Edisori 
Co., Detroit, Mich. 

R. C. GRIMSTAD, Duquesne Light Co., 
Pittsburgh, Pa. 

K. W. HAsBroucK, New York State 
Electric & Gas Corp., Ithaca, N. Y. 

J. W. HUMMER, Iowa Power and Light 
Co., Des Moines, Iowa. 

J. B. JACKSON, Ohio Edison Co., Ak- 
ron, Ohio. 

RUDOLPH JENNY, Pacific Gas and 
Electric Co., San Francisco, Calif. 

S. W. JOHN, Commonwealth Services 
Inc., New York, N. Y. 

S. M. JONES, Boston Edison Co., Bos- 
ton, Mass. 

D. G. KELLS, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

L. R. LEFFERSON, Ebasco Services Inc., 
New York, N. Y. 

W. E. LIEPE, New Jersey Power & 
Light Co., Dover, N. J. 

H. F. G. MAIN, Potomac Electric 
Power Co., Washington, D. C. 

WINSOR MARTIN, Pioneer Service & 
Engineering Co., Chicago, Il. 

W. C. McCarTHy, Kansas City Power 
& Light Co., Kansas City, Mo. 

H. I. MILLER, Wisconsin Public Ser- 
vice Corp., Oshkosh, Wis. 

L. V. NELSON, Union Electric Co. of 
Missouri, St. Louis, Mo. 

J. M. NEss, Central Maine Power Co. 
Augusta, Maine. 
E. H. SCHMIDTMAN, Wisconsin Elec- 
tric Power Co., Milwaukee, Wis. 
W.C. TALLMAN, Public Service Co. of 
New Hampshire, Manchester, N. H. 
W. E. TRIMBLE, The Toledo Edisor; 
Co., Toledo, Ohio. 

C. M. TURNER, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

EDWIN VENNARD, Middle West Ser- 
vice Co., Chicago, Ill. 

H. A. WEITZMAN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

E. T. WILLIAMSON, Iowa-Illinois Gas 
and Electric Co., Davenport, Iowa. 

F. H. Woy, The Montana Power Co., 
Butte, Mont. 

J. A. ZOBEL, Southern Services, Inc., 
Birmingham, Ala. 
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Chairman, W. W. GODARD, The Cleve- 
land Electric Illuminating Co., 
Cleveland, Ohio. 


W.S. BRUSH, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

A. E. BuSH, The Detroit Edison Co., 
Detroit, Mich. 

R. F. CRIM, West 
Pittsburgh, Pa. 


Penn Power Co., 

H. E. EASON, Commonwealth Services 
Inc., New York, N. Y. 

A. E. ELLIOTT, Louisiana Power & 
Light Co., New Orleans, La. 

R. L. FITZGERALD, New England Elec- 
tric System, Boston, Mass. 

ALFRED GRUHL, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

W. C. HUEBNER, Ebasco Services Inc., 
New York, N. Y. 

F. A. KEANE, Public Service Electric 
and Gas Co., Newark, N. J. 

R. E. KEMPTER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

E. J. KNIGHT, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

D. H. OLNEY, The Washington Water 
Power Co., Spokane, Wash. 

E. C. REED, Atlantic City Electric Co., 
Atlantic City, N. J. 

C. E. SANDEEN, Middle West Service 
Co., Chicago, Il. 

DOUGLAS TONGE, American Gas and 
Electric Service Corp., N. Y., N. Y. 

H. A. WEITZMAN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

O H. WHITE, Central Illinois Public 
Service Co., Springfield, I. 

W. A. WORTHINGTON, Pacific Gas and 
Electric Co., San Francisco, Calif. 
T. B. YATES, Philadelphia Electric Co., 

Philadelphia, Pa. 


TRANSPORTATION COMMITTEE 
Chairman, D. K. WILSON, Niagara 
Mohawk Power Corp., Albany, N. Y. 


H. L. ALLEN, Florida Power & Light 
Co., Miami, Fla. 

M. C. ALVES, Union Electric Co. of 
Missouri, St. Louis, Mo. 

A. W. BAUMGARTEN, Ebasco Services 
Inc., New York, N. Y. 

H. J. COLLINS, 
Boston, Mass. 

J. L. COYNE, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

R. M. CrReEGAR, Public Service Electric 
and Gas Co., Newark, N. J. 

J. A. DopGE, Potomac Electric Power 
Co., Washington, D. C. 


Boston Edison Co. 
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LINN EDSALL, Philadelphia Electric 
Co., Philadelphia, Pa. 

G. E. Fink, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

E. J. GRAHAM, Public Service Co. of 
Colorado, Denver, Colo. 

H. R. Gricspy, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

R. E. HAMEL, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 

W. H. Heap, Public Service Co. of 
New Hampshire, Manchester, N. H. 

G. A. Hocc, The Scranton Electric 
Co., Seranton, Pa. 

C. R. JACOBSEN, Commonwealth Ser- 
vices Inc., Jackson, Mich. 

F. J. MICHEL, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

R. M. MIDDLETON, San Diego Gas & 
Electric Co., San Diego, Calif. 
3RYAN PARK, TIowa-Illinois Gas and 
Electric Co., Rock Island, Ill. 

H. L. PARLETTE, Long Island Light- 
ing Co., Mineola, N. Y. 

K. G. SCANTLING, Duquesne Light Co., 
Pittsburgh, Pa. 

J. T. WApDE, Texas Power & Light Co., 
Dallas, Texas. 

A. W. WAGNER, Pennsylvania Power 
& Light Co., Hazleton, Pa. 

RANDOLPH WHITFIELD, Georgia Power 
Co., Atlanta, Ga. 

F. E. WiLson, Houston Lighting & 
Power Co., Houston, Texas. 

C. W. Woops, West Penn Power Co.., 
Pittsburgh, Pa. 


STATEMENT OF THE OWNERSHIP, MAN- 
AGEMENT, AND CIRCULATION RE- 
QUIRED BY THE ACT OF CONGRESS OF 
AUGUST 24, 1912, AS AMENDED BY THE 
ACTS OF MARCH 3, 1933, AND JULY 2, 
1946 (Title 39, U. S. Code, Section_233). 

Of Eptson ELectric INSTITUTE BULLETIN, 
published monthly at Philadelphia, Pa., for 
October, 1953. 

1. The names and addresses of the pub- 
lisher, editor, managing editor, and business 
managers are: Publisher, EpIsON_ ELECTRIC 
INSTITUTE. 420 Lexington Avenue, New York 
City 17: Editor, Wilgar Coleman, 420 Lex- 
ington Ave., New York City 17; Managing 
Editor. none; Business Manager, none. 

29 The owner is: Epison Evectric INSsTI- 
TUTE not incorporated — trade association ; 
120 Texington Ave., New York City 17: W. 
H. Sammis, President, 420 Lexington Ave., 
New York Citv 17: H. S. Sutton, Treasurer, 
Consolidated Edison Co. of New York, Inc., 
4 Irving Place, New York City: A. B. Mor- 
gan, Secretary, 420 Lexington Avenue, New 
York City 17. 

8. The known bondholders, mortgagees, and 
ether security holders owning or holding 1 
per cent or more of total amount of bonds, 
mortgages, or other securities are: None. 

4. Paragraphs 2 and 3 Include, in cases 
where the stockholder or security holder ap- 
pears upon the books of the company 4s 
trustee or in any other fiduciary relation, the 
name of the person or corporation for which 
such trustee is acting; also the statements in 
the two paragraphs show the affiant’s full 
knowledge and belief as to the circumstances 
and conditions under which stockholders and 
security holders who do not appear upon the 
books of the company as trustees, hold stock 
and securities in a capacity other than that 
of a bona fide owner. 

WILGAR COLEMAN, Editor. 

Sworn to and subseribed before me this 14th 
dav of September, 1953. 

(Seal) Mary I. Coonry, 

Notary Public, State of New York. (My 
commission expires March 20, 1955.) 
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Annual Prize Awards Offered for Achievement 


NMIGNIFYING the industry’s con- 
tinual search for better ways of 
serving the public, the Annual 

Prize Awards are presented to ac- 
knowledge and encourage outstand- 
ing performance in diverse fields of 
electric company endeavor. This year 
ten prize award competitions, offering 
33 individual presentations for win- 
ning electric companies and their em- 
ployees, will be conducted. 

To winners, the prize awards are 
coveted tokens of distinction for work 
deemed superior by competent judges. 
The awards, however, not only boost 
employee morale by giving industry- 
wide credit where it is due but also 
give companies an opportunity to pub- 
licize their achievements. 

The number of companies and 
employees honored by awards each 
year is, of course, limited, but 
the benefit to be derived by all 
contestants can be great. In a 
sense, no companies entering the con- 
tests lose, for, whether they re- 
ceive an award or not, they stand to 
gain from the _ project evaluation 
necessary to preparing an entry. Such 
evaluation can be helpful in planning 
future operations, and the entry it- 
self can serve as a useful compila- 
tion of the year’s activities to be 
shown employees in recognition of 
their work and as encouragement for 
further effort. In addition, all con- 
testants may take pride in the fact 
that they are working for and con- 
tributing their experience in various 
fields to the advancement of the in- 
dustry. 

A major aim of the contests is to 
stimulate wide participation. Thus, en- 
tries need not be elaborate. In fact, 
the simpler and more direct they are, 
the better. Also, to insure equal op- 
portunity for large and small com- 
panies, several of the contests offer 
duplicate prizes to companies in dif- 
ferent size classifications. 


In all contests except the Coffin 
Award and the Reddy _ Kilowatt 
Annual Report Award, it is man- 


datory that the size of entries be 
limited to 15 by 18 inches to facili- 
tate judging. Entries larger than this 
will be disqualified. In addition, en- 
tries should concern only those activi- 
ties and deeds performed during the 
year ending December 31, 1953. 


The Annual Prize Awards for 1953 
will be presented either at the 20th 
Annual EEI Sales Conference in 
Chicago, April 5-8, 1954, or at the 
22nd Annual EEI Convention in At- 
lantic City, June 1-4, 1954. Excepting 
the Reddy Kilowatt Annual Report 
Award and the Coffin Award, which 
is administered separately by the 
Charles A. Coffin Award Committee, 
all of the awards are offered under 
jurisdiction of the EEI Prize Awards 
Committee, directed by Chairman 
Harry Restofski, Vice President, West 
Penn Power Co. 

Additional information on the 
awards, which are described briefly 
in the following article, may be ob- 
tained upon request to the Edison 
Electric Institute, 420 Lexington 
Ave., New York 17, N. Y. 


Charles A. Coffin Award 

The Charles A. Coffin Award is 
presented annually to the company 
making the greatest contribution ‘to 
the development of electric light and 
power for the convenience of the pub- 
lic and the benefit of the industry.” 
Established by the General Flectric 
Co. in 1921, it has become the indus- 
try’s most coveted award. 

Each year the Institute President 
invites five companies to compete for 
the award. These companies are selec- 
ted from electric companies through- 
out the nation by means of a screen- 
ing process which employs a Nominat- 
ing Committee, composed of 19 EEI 
committee chairmen and 15 members- 
at-large, and a Review Committee ap- 
pointed by the Institute President. 
The winner is then named by a three- 
man committee of judges. 

Though companies are selected for 
contest participation on the basis of 
achievements cited in the President’s 
invitation, a company may base its 
presentation to the Coffin Award Com- 
mittee on any significant accomplish- 
ment. Consisting of a gold medal for 
the winning company and $1,000 for 
the company’s benefit fund, the award 
will be presented at the 22nd Annual 
EEI Convention. 


Thomas W. Martin Award 
The Thomas W. Martin Award is 
offered to the operating electric com- 
pany in the United States or Canada 
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making the greatest contribution to 
rural electrification and agricultural 
advancement in the area served. It 
recognizes outstanding activities de- 
signed to assist farmers in obtaining 
greatest possible benefit from the use 
of electricity and acknowledges the co- 
operative endeavors of electric com- 
panies with other agencies in con- 
ducting agricuitural development pro- 
grams. 

Established in 1932 by Thomas W. 
Martin, Chairman of the Board of 
Alabama Power Co. and a pioneer in 
rural electrification, the award con- 
sists of a handsome bronze plaque, 
upon which the winning company’s 
name is engraved. Entries for the 
award, which will be presented at the 
20th Annual Sales Conference, must 
be postmarked or received by the Edi- 
son Electric Institute not later than 
midnight, February 15, 1954. 


George A. Hughes Awards 


Designed to develop electric cook- 
ing and water heating loads, the 
George A. Hughes Awards acknowl- 
edge achievement in electric appliance 
sales accomplished directly or through 
dealers. They are available to indi- 
viduals or groups employed by operat- 
ing electric companies in the United 
States, its possessions, and Canada 
and are donated annually by Hotpoint 
Co. in honor of the late George A 
Hughes, pioneer in the electric range 
field and head of Hotpoint’s prede- 
cessor company. 

Awards will be made in three 
classes of promotion—electric range 
activity, electric water heater activ- 
ity, and commercial electric cook- 
ing activity. Each class has two divi- 
sions, Division A for companies with 
250,000 or more meters and Division 
B for companies with under 250,000 
meters. The prizes, consisting of en- 
graved trophies for winning com- 
panies and a total of $1,200 for win- 
ning individuals or groups, wiil be 
presented at the 20th Annual EEI 
Sales Conference. All entries must be 
postmarked or received by the Insti- 
tute not later than February 1, 1954. 


Laura McCall Awards 


The Laura McCall Awards, estab- 
lished 13 years ago by McCall's Mag- 
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aane in honor of its founder, rec- 
ognize outstanding home service work 
and are presented annually to individ- 
ual employees or entire home service 
departments of operating electric com- 
panies. 

Five prizes, each consisting of $200 
and a bronze plaque, will be awarded in 
the competition, which has been brok- 
en down into three divisions. In Divi- 
sions A and B, two prizes will be 
given for over-all home service opera- 
tion or for a specific activity. The 
Division A winner, however, must be 
director of a home service department 
employing ten or more assistants, 
where the Division B winner must 
head a department employing no more 
than nine assistants. In Division C, 
three prizes for individual achieve- 
ment will be given members of home 
service departments of any size. En- 
tries for the awards, which will be 
presented at next year’s EEI Sales 
Conference, must be postmarked or 
received by the Institute not later 
than midnight February 1, 1954. 


Frank Watts Awards 

Established in 1950 to encourage 
use of electrically operated farm 
equipment as a means of improving 
agricultural efficiency, the Frank 
Watts Awards recognize the sales and 
promotional efforts of U. S. operating 
electric companies in rural areas and 
acknowledge specific projects or ac- 
tivities that best promote the use of 
a single type of equipment. 

Sponsored by Farm Journai, Inc., 
the awards are named in honor of the 
late Frank Watts, well-known pro- 
ponent of farm electrification, and will 
be presented at the 20th Annual EEI 
Sales Conference. Engraved bronze 
plaques will be given to the three 
winning companies and first, second, 
and third prizes of $300, $250, and 
$150 to the employees responsible for 
the advance in equipment promotion 
made by these companies. All entries 
must be postmarked or received by the 
Institute not later than midnight, 
February 15, 1954. 


Planned Lighting Awards 

Sponsored by the Edison Electric 
Institute and the Better Light Better 
Sight Bureau, the Planned Lighting 
Awards give recognition to those op- 
erating electric companies in the 
United States, its possessions, and 
Canada which have most effectively 
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raised the standards of lighting in 
their communities. In judging the 
competition, equal emphasis will be 
given educational and sales promotion 
programs. 

The six Planned Lighting Awards, 
each consisting of $150 and an en- 
graved bronze plaque, will be presen- 
ted at the 20th Annual EEI Sales 
Conference. Three of the awards will 
be made for commercial lighting ac- 
tivities, two for residential lighting, 
and one for industrial lighting. En- 
tries must be postmarked or received 
by the Institute not later than mid- 
night, February 15, 1954. 


George Westinghouse Awards 

The George Westinghouse Awards 
are available to operating electric 
companies in the United States, its 
possessions, and Canada and are de- 
signed to recognize and stimulate 
outstanding performance in the pro- 
motion of electric laundry equipment. 
Established in 1951, the awards are 
sponsored by Westinghouse Electric 
Corp. in honor of the electric indus- 
try pioneer for whom they are named. 

The competition awards prizes in 
two classifications—automatic — elec- 
tric washers and automatic electric 
clothes dryers—each offering a first 
prize consisting of a trophy for the 
company and $250 for the winning 
individual or group and a second prize 
consisting of a plaque for the com- 
pany and $150 for the winning in- 
dividual or group. All entries must be 
postmarked or received by the Insti- 
tute not later than midnight, Febru- 
ary 1, 1954. Successful contestants 
will receive their awards at the 20th 
Annual EEI Sales Conference. 


More Power to America Award 

The purpose of the More Power to 
America Award is to encourage crea- 
tive, broad-scale industrial electrifi- 
cation activity and to give recogni- 
tion to those operating electric com- 
panies and their employees making 
the greatest advancement in this field. 
Available to electric companies in the 
United States and its possessions, the 
award was inaugurated by its sponsor, 
General Electric Co., last year. 

The competition offers two equal 
prizes, one for companies with 250,000 
meters or more and one for companies 
with less than 250,000 meters. The 
prizes, consisting of an engraved 
plaque for the winning company and 
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$250 for the employee responsible tor 
his company’s success in the contest, 
will be presented at the 20th Annual 
EEI Sales Conference. All entries 
must be postmarked or received by 
the Institute not later than February 
1, 1954. 


Claude L. Matthews Valor Award 


The Claude L. Matthews Valor 
Award honors acts of devotion to 
duty wherein extraordinary courage 
has been exercised in efforts to main- 
tain important electric service or re- 
store it in the shortest possible time. 
Established by Claude L. Matthews, 
Vice President of the A. B. Chance 
Co., the award is available to employ- 
ees of operating electric companies in 
the United States, its possessions, and 
Canada. 

The winner or winners of the Valor 
Award will receive a handsome bronze 
medal with a citation and the sum of 
$150 at the 22nd Annual EEI Con- 
vention. In cases where two or more 
employees participate equally in a val- 
orous act, the cash presentation is 
divided among them, and duplicate 
medals are awarded. Recommenda- 
tions for the award must be made 
by the chief executive or acting 
representative of the applicant com- 
pany and sent to the Secretary of 
the Prize Awards Committee, Edison 
Electric Institute, not later than Feb- 
ruary 1, 1954. 


Reddy Kilowatt Annual Report 
Award 


The purpose of the Reddy Kilowatt 
Annual Report Award is to achieve 
increased stockholder understanding 
of company operations by encourag- 
ing electric companies to simplify 
dramatize, and humanize their annual 
reports. To be presented at the 22nd 
Annual EEI Convention, it is admin- 
istered and sponsored solely by the 
Reddy Kilowatt Service. 

In addition to the award, which 
consists of a certificate and hand- 
some engraved plaque, Certificates of 
Honorable Mention will be awarded to 
companies in four meter classifications 
ranging from 100,000 meters to over 
400,000. To enter the contest, open to 
any business-managed operating elec- 
tric company, a company need only 
send six copies of its 1953 annual re- 
port to the Reddy Kilowatt Service, 
50 Church Street, New York 7, N. Y., 
not later than May 10, 1954. 
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EDISON ELECTRIC INSTITUTE OFFICERS AND COMMITTEES 


OFFICERS 


NE Ohio Edison Co., Akron, Ohio 
Harotp QuInTon, Vice President.......000+5 . Southern California Edison Co., Los Angeles, Calif. 
H. S. BENNION, Vice President and Managing Director...420 Lexington Avenue, New York, N. Y. 
H. S. Sutron, Treasurer......... . «+ Consolidated Edison Co. of New York, Inc., New York, N. Y. 
A. B. Morcan, Secretary and Assistant Managing Director. .420 Lexington Avenue, New York, N. Y. 


BOARD OF DIRECTORS 
(Terms Expiring 1954) 


ERNEST R. ACKER......2.. 00. «seee.--Central Hudson Gas & Electric Corp., Poughkeepsie, N. Y. 
HARLLEE BRANCH, JR.........00. Mbsiandpacoebewbngowaiens Georgia Power Co., Atlanta, Ga. 
ROBERT P. BRIGGS. .ccccccccvccs alsiaia:la deiereiarachedyn boone steal Consumers Power Co., Jackson, Mich. 
Pe ty Ra ca deer eredernesaes. so0ees Western Massachusetts Electric Co., Greenfield, Mass. 
STUART CODPER -o.0.c 6:00.00 00.d0sd cree ssesesseawe Delaware Power & Light Co., Wilmington, Del. 
ie: Se Br actecceses cence seeeesseeeee+Public Service Electric and Gas Co., Newark, N. J. 
M. S. LUTHRINGER........cccccccesscccces Central Illinois Public Service Co., Springfield, Ill. 
We, Be Rid 605 05640 r0cddba es 0d500e ews Ce eRERR Texas Power & Light Co., Dallas, Tex. 
ie ee CN Ge eOR5 06d 0 se ceeekene deus siesond Pennsylvania Power & Light Co., Allentown, Pa. 
HAROLD QUINTON.......ccccce cee vececees Southern California Edison Co., Los Angeles, Calif. 
EME Ss. 05606 AEERORECEEERE DSO ROR DEES EEWEReN ees Idaho Power Co., Boise, Ida. 
A, Ges SRN iain onesies esneS ees eweneeedeesaweis Arizona Public Service Co., Phoenix, Ariz. 
és, Sy. FORMED <6 pees dad wa wae 48:0 6 was aide anew ewe Alabama Power Co., Birmingham, Ala. 
MCGREGOR SMITH ....... ccc ccccce cece ccc cccsccccces Florida Power & Light Co., Miami, Fla. 
D. E. WASHBURN........ ccc ccc ecw ee cece eee eeeeeessees Boston Edison Co., Boston, Mass. 


(Terms Expiring 1955) 


A. D. BARNBY....... ccc cece cece ce ccc ce ceee The Hartford Electric Light Co., Hartford, Conn. 
Ce. Ble SID 6 obs ows cd enedansedsseesanede Utah Power & Light Co., Salt Lake City, Utah 
A. Ts RRBOG. oo ce ka cccccscavese Consolidated Edison Co. of New York, Inc., New York, N. Y. 
ALLEN §. KING..........00cc0e000--+--+-+.-- Northern States Power Co., Minneapolis, Minn. 
EARLE J. MACHOLD........ccceces bash owbea awa Niagara Mohawk Power Corp., Syracuse, N. Y. 
PAE, Th, PEs 05 4ids Kn enene sand ssn ss endsaned Pacific Power and Light Co., Portland, Ore. 
SG, DR 6 v6 6h cbdeesenencmessevees South Carolina Electric and Gas Co., Columbia, S. C. 
KSROVER (C, NEPR ie ccc cc sctsesvaecigsscsseeceen Wisconsin Power and Light Co., Madison, Wis. 
PE c: SOMME S 5.56 00. 0:0.0 Siwib-4bin eicreierel ed w 60's pn sie wee ee wR aU West Penn Power Co., Pittsburgh, Pa. 
Ri. G: RIMCrPri. 0. ...c0csaaes Rigibsiiaaeied waa a acreais Philadelphia Electric Co., Philadelphia, Pa. 
WALTER TX. SAMMIB. cc ccccwssccad ssccscecscsedoedessesaaden Ohio Edison Co., Akron, Ohio 
Rh: i SING hihracks hee heteeeied 154 nadwda Indiana & Michigan Electric Co., Ft. Wayne, Ind. 
IN. RR. SUTMBRLAMD. ....ccccccccccesscccsecs Pacific Gas and Electric Co., San Francisco, Calif. 
eR er ee er Texas Electric Service Co., Ft. Worth, Tex. 
SESE TE VEO 606 0 ct ewenbnnge 608 besa ecdbeotesedesiacs Illinois Power Co., Decatur, IIl. 
(Terms Expiring 1956) 
Pe NS cede a cendienesnobeewenehncenhhden Kansas Power and Light Co., Topeka, Kan. 
Ws ik IY ooiknae dvenscesonksanecia The Cincinnati Gas and Electric Co., Cincinnati, Ohio 
JosepH M. Batt, Jr................- New York State Electric and Gas Corp., Binghamton, N. Y. 
WOM Be CED: gcc cscscctcncdcsebasccedd ssébben The Detroit Edison Co., Detroit, Mich. 
i Bik ina aeeenekspedseweoweanes ... Atlantic City Electric Co., Atlantic City, N. J. 
5, Gc TNS 65 n.000 sa wdsseeseuenanansen Virginia Electric and Power Co., Richmond, Va. 
Di Sih ME cceincaceetabeewanseeadabeeedadeuen Public Service Co. of Oklahoma, Tulsa, Okla. 
B.. a NECRCAMOR 44... 6.i0:0-0:0:0.0:9:44.6.0:0%.00 000.000 0-0 db bade een Duquesne Light Co., Pittsburgh, Pa. 
i. Wet SE nek ehh obeewednd ces cow eeetwndenes Union Electric Co. of Missouri, St. Louis, Mo. 
Fiamnv Bi; MEUONSEBL «2.0 oc cccccseccosetses Kansas City Power and Light Co., Kansas City, Mo. 
ye MS Rinse Keke see penssd dha dewnraadacradenad Pennsylvania Electric Co., Johnstown, Pa. 
i i Ns ene br ccanedseeseacebbscnaws Louisiana Power and Light Co., New Orleans, La. 
CS. Fn: CAINS 5 anna. cesedarereneseoveses Wisconsin Electric Power Co., Milwaukee, Wis. 
We MERE We NTOR soak cc ccasncccenssdccececesess New England Electric System, Boston, Mass. 
FRANK M. WILKES............cecccccccccces Southwestern Gas and Electric Co., Shreveport, La. 


Executive Committee 


E.R. Acker, A. D. Barney, Harllee Branch, Jr.,W. L. Cisler, A. H. Kehoe, D. C. Luce, C. E. Oakes, 
P. H. Powers, R. G. Rincliffe. 
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ADVISORY COMMITTEE (1953-1954) 


D. C. Barnes Virginia Electric and Power Co., 
Charlottesville, Va. 


E. F. Barrett. .Long Island Lighting Co., Mineola, N. Y. 


Pacific Gas and Electric Co., 

San Francisco, Calif. 

Public Service Electric and Gas Co., 
Newark, N. J. 
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